A 

Abakians, H. See Modest, M. F., and Abakians, 
H., Vol. 108, 1986, pp. 597-601. 

Abakians, H. See Modest, M. F., and Abakians, 
H., Vol. 108, 1986, pp. 602-607. 

Abdel-Khalik, S. I. See Schnoebelen, K. S., and 
Abdel-Khalik, S. I., Vol. 108, 1986, pp. 
466-469. 

Acharya, S., and Goldstein, R. J. Natural Convec- 
tion in an Externally Heated Vertical or Inclined 
Square Box Containing Internal Energy Sources, 
Vol. 107, 1985, pp. 855-866. 

Adams, R. L. See Goshayeshi, A., Welty, J. R., 
Adams, R. L., and Alavizadeh, N., Vol. 108, 
1986, pp. 907-912. 

Adrian, R. J. See Kumar, R., and Adrian, R. J., 
Vol. 108, 1986, pp. 323-329. 

Agrawal, K. N., Varma, H. K., and Lal, S. Heat 
Transfer During Forced Convection Boiling of 
R-12 Under Swirl Flow, Vol. 108, 1986, pp. 
567-573. 

Aiba, S. Heat Transfer Around a Circular Cylinder 
Near a Plane Surface, Vol. 107, 1985, pp. 

Ajayi, O. O. Natural Convection in a 

Hemispherical Bow! With a Free Surface, Vol. 
108, 1986, pp. 970-973. 

Akins, R. G. See Lin, Y. S., and Akins, R. G., Vol. 
108, 1986, pp. 310-316. 

Alavizadeh, N. See Goshayeshi, A., Welty, J. R., 
Adams, R. L., and Alavizadeh, N., Vol. 108, 
1986, pp. 907-912. 

Alkidas, A. C., and Cole, R. M. Transient Heat 
Flux Measurements in a Divided-Chamber 
Diesel Engine, Vol. 107, 1985, pp. 439-444. 

Alkire, R. L. See Vafai, K., Alkire, R. L., and Tien, 
C. L., Vol. 107, 1985, pp. 642-647. 

Alnajem, N. M., and Ozisik, M. N. A Direct 
Analytical Approach for Solving Linear Inverse 
Heat Conduction Problems, Vol. 107, 1985, pp. 
700-702. 

Alturki, A. M. See Smith, T. F., Shen, Z. F., and 
Alturki, A. M., Vol. 107, 1985, pp. 482-485. 
Amano, R. S. A Numerical Study of Laminar and 
Turbulent Heat Transfer in a Periodically Cor- 
rugated Wall Channel, Vol. 107, 1985, pp. 

564-569. 

Anderson, R. See Bohn, M. S., and Anderson, R., 
Vol. 108, 1986, pp. 471-475. 

Anderson, R., and Bohn, M. Heat Transfer 
Enhancement in Natural Convection Enclosure 
Flow, Vol. 108, 1986, pp. 330-336. 

Ansari, M. A. See Sparrow, E. M., Ansari, M. A7> 
Stryker, P. C., and Ruiz, R., Vol. 108, 1986, pp. 
62-69. 


Antonetti, V. W., and Yovanovich, M. M. 
Enhancement of Thermal Contact Conductance 
by Metallic Coatings: Theory and Experiment, 
Vol. 107, 1985, pp. 513-519. 

Arimilli, R. Y., Parang, M., and Surapaneni, P. R. 
Heat Transfer From Circular Tubes in a Semi- 
infinite Medium, Vol. 108, 1986, pp. 703-705. 

Armaly, B. F. See Chen, T. S., Armaly, B. F., and 
Ramachandran, N., Vol. 108, 1986, pp. 
835-840. 

Armaly, B. F. See Ramachandran, M., Armaly, B. 
F., and Chen, T. S., Vol. 107, 1985, pp. 
636-641. 

Armaly, B. F. See Rao, K. V., Armaly, B. F., and 

Chen, T. S., Vol. 107, 1985, pp. 720-722. 


Journal of Heat Transfer 


Author Index to 


JOURNAL OF HEAT TRANSFER 
Volume 107, 1985— Volume 108, 1986 


Armaly, B. F. See Tzuoo, K. L., Chen, T. S., and 
Armaly, B. F., Vol. 107, 1985, pp. 107-111. 
Arnas, O. A. See Ebadian, M. A., Topakoglu, H. 
C., and Arnas, O. A., Vol. 108, 1986, pp. 33-39. 

Arnas, O. A., and Ebadian, M. A. Convective Heat 
Transfer in a Circular Annulus With Various 
Wall Heat Flux Distributions and Heat Genera- 
tion, Vol. 107, 1985, pp. 334-337. 
Aung, Win. See Gooray, A. M., Watkins, C. B., 
aud Aung, Win, Vol. 107, 1985, pp. 70-76. 
Aung, Win, and Worku, G. Developing Flow and 
Flow Reversal in a Vertical Channel With Asym- 
metric Wall Temperatures, Vol. 108, 1986, pp. 
299-304. 

Aung, Win, and Worku, G. Theory of Fully 
Developed, Combi 


Azad, F. H. Differential 
Radiative Transfer in Semitransparent Media, 
Vol. 107, 1985, pp. 478-481. 

Azevedo, L. F. A. See Sparrow, E. M., and 
Azevedo, L. F. A., Vol. 107, 1985, pp. 977-979. 

Azevedo, L. F. A. See Sparrow, E. M., Azevedo, L. 
F. A., and Prata, A. T., Vol. 108, 1986, pp. 
848-852. 

Azevedo, L. F. A. See Sparrow, E. M., Celere, S. 
W., and Azevedo, L. F. A., Vol. 108, 1986, pp. 
411-417. 


Ayyaswamy, P. S., Vol. 107, 1985, pp. 409-416. 
Approximation to 


Vol. 107, 1985, pp. 893-901. 
Azrak, R. R. See Baliga, B. R., and Azrak, R. R., 
Vol. 108, 1986, pp. 24-32. 


Vol. 107, 1985, pp. 214-221. 

Baker-Jarvis, J., and Inguva, R. Heat Conduction 
in Heterogeneous Materials, Vol. 107, 1985, pp. 
39-43. 

Baliga, B. R., and Azrak, R. R. Laminar Fully 
Developed Flow and Heat Transfer in 
Triangular Plate-Fin Ducts, Vol. 108, 1986, pp. 
24-32. 

Banerjee, S. See Kawaji, M., Ng, Y. S., Banerjee, 
S., and Yadigaroglu, G., Vol. 107, 1985, pp. 
670-678. 

Banerjee, S. See Oh, S., Banerjee, S., and 
Yadigaroglu, G., Vol. 108, 1986, pp. 448-456. 

Bankoff, S. G. See Johnston, B. S., and Bankoff, 
S. G., Vol. 108, 1986, pp. 433-440. 

Banks, P. J. Prediction of Heat and Mass 
Regenerator Performance Using Nonlinear 
Analogy Method: Part 1 — Basis, Vol. 107, 1985, 
pp. 222-229. 

Banks, P. J. Prediction of Heat and Mass 
Regenerator Performance Using Nonlinear 
Analogy Method: Part 2-—Comparison of 
Methods, Vol. 107, 1985, pp. 230-238. 

Bar-Cohen, A., and Schweitzer, H. Thermosyphon 
Boiling in Vertical Channels, Vol. 107, 1985, pp. 
772-778. 

Barr, D. See Stamps, D. W., Barr, D., and Valen- 
zuela, J. A., Vol. 108, 1986, pp. 488-490. 

Barozzi, G. S., and Pagliarini, G. A Method to 

Solve Conjugate Heat Transfer Problems: The 


Case of Laminar Flow in a 
Pipe, Vol. 107, 1985, pp. 77-83. 

Bau, H. H. See Zhou, Kun-Ying, and Bau, H. H 
Vol. 107, 1985, pp. 112-117. 

Baughn, J. W., Takahashi, R. K., Hoffman, M. 


i Electrically Heated 
Thin Gold-Coated Plastic Sheet, Vol. 107, 1985, 
pp. 953-959. 

Baughn, J. W., Elderkin, M. J., and McKillop, A. 
A. Heat Transfer From a Single Cylinder, 
Cylinders in Tandem, and Cylinders in the En- 
trance Region of a Tube Bank With a Uniform 
Heat Flux, Vol. 108, 1986, pp. 386-391. 

Baunchalk, R. A. See Muralidhar, K., Baunchalk, 
R. A., and Kulacki, F. A., Vol. 108, 1986, pp. 
889-893. 

Bayat, F. See Levy, E., Neti, S., Brown, G., Bayat, 
F., and Kadambi, V., Vol. 108, 1986, pp. 
350-356. 

Bayazitoglu, Y. See Kehtarnavaz, H., and 
Bayazitoglu, Y., Vol. 107, 1985, pp. 964-966. 

Beck, B. T., and Wedekind, G. L. Characteristics 
of a Simple Energy Absorption Transducer, Vol. 
108, 1986, pp. 676-683. 

Beck, B. T., and Wedekind, G. L. On the Mean 
Period of Dryout Point Fluctuations, Vol. 108, 
1986, pp. 988-990. 

Beck, J. V. See Litkouhi, B., and Beck, J. V., Vol. 
108, 1986, pp. 257-263. 

Beer, H. See Rieger, H., and Beer, H., Vol. 108, 
1986, pp. 166-173. 

Bejan, A. See Khair, K. R., and Bejan, A., Vol. 
107, 1985, pp. 979-981. 

Bejan, A. See Kimura, S., and Bejan, A., Vol. 107, 
1985, pp. 293-298. 

Bejan, A. See Kimura, S., Bejan, A., and Pop, I., 
Vol. 107, 1985, pp. 819-825. 

Bejan, A. See Lankford, K. E., and Bejan, A., Vol. 
108, 1986, pp. 755-763. 

Benard, C., Gobin, D., and Martinez, F. Melting in 
Rectangular Enclosures: Experiments and 
Numerical Simulations, Vol. 107, 1985, pp. 
794-803 


Bensler, H. P. See Jensen, M. K., and Bensler, H. 
P., Vol. 108, 1986, pp. 93-99. 

Bergles, A. E. See Junkhan, G. H., Bergles, A. E., 
Nirmalan, V., and Ravigururajan, T., Vol. 107, 
1985, pp. 354-360. 

Bergman, T. L., Incropera, F. P., and Viskanta, R. 
Correlation of Mixed Layer Growth in a 
Double-Diffusive, Salt-Stratified System Heated 
From Below, Vol. 108, 1986, pp. 206-211. 


Double-Diffusive System, Vol. 108, 1986, pp 
317-322. 

Biney, P. O., Dong, Wei-guo, and Lienhard, J. H. 
Use of a Cubic Equation to Predict Surface Ten- 
sion and Spinodal Limits, Vol. 108, 1986, pp. 
405-410. 

Bishop, E. H. See Mahony, D. N., Kumar, R., and 
Bishop, E. H., Vol. 108, 1986, pp. 783-789. 
Biyikli, S. Optimum Use of Longitudinal Fins of 
Rectangular Profiles in Boiling Liquids, Vol. 

107, 1985, pp. 968-970. 

Blackwell, B. F. Numerical Solution of the Graetz 
Problem for a Bingham Plastic in Laminar Tube 
Flow With Constant Wall Temperature, Vol. 
107, 1985, pp. 466-468. 

Bobba, K. M. See Grubka, L. J., and Bobba, K. 
M., Vol. 107, 1985, pp. 248-250. 


NOVEMBER 1986, Vol. 108/991 


Flow Reversal, Vol. 108, 1986, pp. 485-488. 
Azevedo, L. F. A., and Sparrow, E. M. Natural 
Convection in Open-Ended Inclined Channels, 
Baclic, B. S. The Application of the Galerkin 
Method to the Solution of the Symmetric and 
Balanced Counterflow Regenerator Problem, 
Bergman, T. L., Incropera, F. P., and Viskanta, R. 
Transient Behavior of a Radiatively Heated : 


Boguslawski, L. See Popiel, C. O., and 
Boguslawski, L., Vol. 108, 1986, pp. 357-364. 

Bohn, M. See Anderson, R., and Bohn, M., Vol. 
108, 1986, pp. 330-336. 

Bohn, M. S., and Anderson, R. Temperature and 
Heat Flux Distribution in a Natural Convection 
Enclosure Flow, Vol. 108, 1986, pp. 471-475. 

Branch, M. C. See Nguyen, Ke, and Branch, M. C., 
Vol. 108, 1986, pp. 478-479. 


tion to a Fluidized Bed, Vol. 108, 1986, pp. 
710-713. 

Briggs, D. G., and Jones, D. N. Two-Dimensional 
Periodic Natural Convection in a Rectangular 
Enclosure of Aspect Ratio One, Vol. 107, 1985, 


pp. 850-854. 

Brosmer, M. A., and Tien, C. L. Thermal Radia- 
tion Properties of Acetylene, Vol. 107, 1985, pp 
943-948. 

Brown, G. See Levy, E., Neti, S., Brown, G., 
Bayat, F., and Kadambi, V., Vol. 108, 1986, pp. 
350-356. 

Buccini, A., and Soliman, H. M. Optimum Dimen- 
sions of Annular Fin Assemblies, Vol. 108, 
1986, pp. 459-462. 

Buckius, R. O. See Lee, H., and Buckius, R. O., 
Vol. 108, 1986, pp. 626-632. 

Bui, M. N., and Cebeci, T. Combined Free and 
Forced Convection on Vertical Slender 
Cylinders, Vol. 107, 1985, pp. 476-478. 

Bui, T. D., and Dhir, V. K. Transition Boiling Heat 
Transfer on a Vertical Surface, Vol. 107, 1985, 
pp. 756-763. 

Bui, T. D., and Dhir, V. K. Film Boiling Heat 
Transfer on an Isothermal Vertical Surface, Vol. 
107, 1985, pp. 764-771. 


C 


Camci, C. See Ligrani, P. M., and Camci, C., Vol. 
107, 1985, pp. 313-320. 

Carey, V. P. Surface Tension Effects of Convective 
Boiling Heat Transfer in Compact Heat Ex- 
changers With Offset Strip Fins, Vol. 107, 1985, 
pp. 970-974. 

Carey, V. P., Markovitz, E., and Chuah, Y. K. The 
Effect of Turbulence-Suspended Light Particles 
on Dryout for Pool Boiling From a Horizontal 
Surface, Vol. 108, 1986, pp. 109-116. 


a Rotating Disk, Vol. 108, 1986, pp. 540-546. 

Carrier, G. F., Fendell, F. E., and Feldman, P. S. 
Firestorms, Vol. 107, 1985, pp. 19-27. 

Cartigny, J. D. See Yamada, Y., Cartigny, J. D., 
and Tien, C. L., Vol. 108, 1986, pp. 614-618. 

Cartigny, J. D., Yamada, Y., and Tien, C. L. 
Radiative Transfer With Dependent Scattering 
by Particles: Part 1— Theoretical Investigation, 
Vol. 108, 1986, pp. 608-613. 

Casarella, M. J. See diMarzo, M., and Casarella, 
M. J., Vol. 107, 1985, pp. 687-695. 

Catton, I. See Georgiadis, J. G., and Catton, I., 
Vol. 108, 1986, pp. 284-290. 

Catton, I. See Lienhard, J. H., and Catton, I., Vol. 
108, 1986, pp. 198-205. 

Cazzoli, E. G. See Khatib-Rahbar, M., and Cazzoli, 
E. G., Vol. 108, 1986, pp. 425-432. 

Cebeci, T. See Bui, M. N., and Cebeci, T., Vol. 
107, 1985, pp. 476-478. 

Celere, S. W. See Sparrow, E. M., Celere, S. W., 
and Azevedo, L. F. A., Vol. 108, 1986, pp. 
411-417. 

Cerutti, E. A. See Paolino, M. A., Kinney, R. B., 
and Cerutti, E. A., Vol. 108, 1986, pp. 742-748. 

Cha, C. K. See Jaluria, Y., and Cha, C. K., Vol. 
107, 1985, pp. 99-106. 


Raithby, G. D. Experiments and Theory on 
Natural Convection Heat Transfer From Bodies 
of Complex Shape, Vol. 107, 1985, pp. 624-629. 
Chan, Y. L., and Tien, C. L. Laminar Natural Con- 
vection in Shallow Open Cavities, Vol. 108, 
1986, pp. 305-309. 


992/ Vol. 108, NOVEMBER 1986 


Chandratilleke, G. R. See Inada, S., Miyasaka, Y., 
Sakumoto, S., and Chandratilleke, G. R., Vol. 
108, 1986, pp. 219-221. 

Chang, T. C. A. See Jeng, D. R., Chang, T. C. A., 
and DeWitt, K. J., Vol. 108, 1986, pp. 532-539. 

Chato, J. C. See Ghetzler, R., Chato, J. C., and 
Crowley, J. M., Vol. 107, 1985, pp. 327-333. 

Chattree, M., and Sengupta, S. Heat Transfer and 
Evaporation From Heated Water Bodies, Vol. 
107, 1985, pp. 779-787. 

Chaturvedi, S. K. See Chegini, H., and Chaturvedi, 
S. K., Vol. 108, 1986, = $07-512. 


Fines Triangular Ducts, Voi. 108, 1986, pp. 

Chen, Cha’o-Kuang. See Huang, Ming-Jer, Chen, 
Cha’o-Kuang, and Cleaver, J. W., Vol. 107, 
1985, pp. 242-245. 

Chen, Cha’o-Kuang. See Huang, Ming-Jer, Yih, 
Kuo-Ann, Chou, You-Li, and Chen, Cha’o- 


Chen, Cha’o-Kuang. See " and 
Chen, Cha’o-Kuang, Vol. 108, 1986, pp. 
580-584. 

Chen, Cha’o-Kuang. See Lien, Chen, 


Cha’o-Kuang, and Cleaver, J. W., Vol. 108, 


Lien, Fue-Sang, Chen, 
Cha’o-Kuang, and Cleaver, J. W., Vol. 108, 
1986, pp. 967-970. 

Chen, Cha’o-Kuang. See Wong, King-Leung, Lee, 
Shun-Ch’ing, and Chen, Cha’o-Kuang, Val. 
108, 1986, pp. 860-865. 

Chen, J. C. See Evans, D., Webb, S. W., and Chen, 
J. C., Vol. 107, 1985, pp. 663-669. 

Chen, K. On the Oscillatory Instability of Ciosed- 
Loop Thermosyphons, Voi. 107, 1985, pp. 
826-832. 

Chen, T. S. See Ramachandran, N., Armaly, F. B., 
and Chen, T. S., Vol. 107, 1985, pp. 636-641. 

Chen, T. S. See Rao, K. V., Armaly, B. F., and 
Chen, T. S., Vol. 107, 1985, pp. 720-722. 

Chen, T. S. See Tzuoo, K. L., Chen, T. S., and Ar- 
maly, B. F., Vol. 107, 1985, pp. 107-111. 

Chen, T. S., Armaly, B. F., and Ramachandran, N. 
Correlations for Laminar Mixed Convection 
Flows on Vertical, Inclined, and Horizontal Flat 
Plates, Vol. 108, 1986, pp. 835-840. 

Cheng, K. C., and Sabhapathy, P. Determination 
of Local Heat Transfer Coefficients at the 
Solid-Liquid Interface by Heat Conduction 
Analysis of the Solidified Region, Vol. 107, 
1985, pp. 703-706. 

Cheng, L. Y., Drew, D. A., and Lahey, R. T., Jr. 
An Analysis of Wave Propagation in Bubbly 
Two-Component, Two-Phase Flow, Vol. 107, 
1985, pp. 402-408. 

Cheng, P. See Hsu, C. T., and Cheng, P., Vol. 107, 
1985, pp. 283-292. 

Cheung, F. B. Analysis of Freeze Coating on a 
Nonisothermal Moving Plate by a Perturbation 
Method, Vol. 107, 1985, pp. 549-556. 

Cheung, F. B. The Effects of Turbulent Natural 
Convection on Thermal Explosion Critical Con- 
ditions, Vol. 108, 1986, pp. 713-714. 

Chew, J. W. Computation of Forced Laminar Con- 
vection in Rotating Cavities, Vol. 107, 1985, pp. 
277-282. 

Chew, J. W. Effect of Frictional Heating and Com- 
pressive Work in Rotating Axisymmetric Flow, 
Vol. 107, 1985, pp. 984-986. 

Chou, You-Li. See Huang, Ming-Jer, Yih, Kuo- 
Ann, Chou, You-Li, and Chen, Cha’o-Kuang, 
Vol. 108, 1986, pp. 469-471. 

Christensen, R. N. See Keyhani, M., Kulacki, F. 
A., and Christensen, R. N., Vol. 107, 1985, pp. 
611-623. 

Chrysler, G. M. See Sparrow, E. M., and Chrysler, 
G. M., Vol. 108, 1986, pp. 40-47. 

Chrysler, G. M., and Sparrow, E. M. Turbulent 
Flow and Heat Transfer in Bends of Circular 
Cross Section: II—Pressure Distribution Ex- 
periments, Vol. 108, 1986, pp. 212-216. 

Chuah, Y. K. See Carey, V. P., Markovitz, E., and 

Chuah, Y. K., Vol. 108, 1986, pp. 109-116. 


Chung, B. T. F. See Hsiao, J. S., and Chung, B. T. 
F., Vol. 108, 1986, pp. 462-465. 

Chung, B. T. F. See Naraghi, M. H. N., and 
Chung, B. T. F., Vol. 108, 1986, pp. 264-270. 

Churchill, S. W. See Ozoe, H., Mouri, A., Hiramit- 
su, M., Churchill, S. W., and Lior, N., Vol. 108, 
1986, pp. 806-813. 

Cipolla, J. W., Jr. See Morse, T. F., Wang, C. Y., 
and Cipolla, J. W., Jr., Vol. 107, 1985, pp. 
155-160. 

= J. W., Jr. See Wang, C. Y., Morse, T. F., 

Cipolla, J. W., Jr., Vol. 107, 1985, pp. 
167. 

Cleaver, J. W. See Huang, Ming-Jer, Chen, Cha’o- 
Kuang, and Cleaver, J. W., Vol. 107, 1985, pp. 
242-245. 

Cleaver, J. W. See Lien, Chen, Cha’o- 
Kuang, and Cleaver, J. W., Vol. 108, 1986, pp. 
398-404. 

Cleaver, J. W. See Lien, Fue-Sang, Chen, Cha’o- 
Kuang, and Cleaver, J. W., Vol. 108, 1986, pp. 
967-970. 

Close, D. J. A General Correlation for Natural 
Convection in Liquid-Saturated Beds of 
Spheres, Vol. 108, 1986, pp. 983-985. 

Cole, R. M. See Alkidas, A. C., and Cole, R. M., 
Vol. 107, 1985, pp. 439-444. 

Cooper, J. R. See Yau, K. K., Cooper, J. R., and 
Rose, J. W., Vol. 107, 1985, pp. 377-383. 

Cooper, J. R. See Yau, K. K., Cooper, J. R., and 
Rose, J. W., Vol. 108, 1986, pp. 946-950. 

Cooper, L. Y., and Woodhouse, A. The Buoyant 
Plume-Driven Adiabatic Ceiling Temperature 
Revisited, Vol. 108, 1986, pp. 822-826. 

Couvillion, R. J., and Hartley, J. G. Drying Front 
Movement Near Low-Intensity, Impermeable 
Underground Heat Sources, Vol. 108, 1986, pp. 
182-189. 

Crosbie, A. L. See Nelson, H. F., Look, D. C., Jr., 
and Crosbie, A. L., Vol. 108, 1986, pp. 619-625. 

Crowley, J. M. See Ghetzler, R., Chato, J. C., and 
Crowley, J. M., Vol. 107, 1985, pp. 327-333. 


Dayan, J. See Toovey, I., and Dayan, J., Vol. 107, 
1985, pp. 713-716. 


Deakin, A. S. See Dryden, J. R., Yovanovich, M. 


M., and Deakin, A. S., Vol. 107, 1985, pp. 
33-38. 
DeJarlais, G., Ishii, M., and Linehan, J. 


Hydrodynamic Stability of Inverted Annular 
Flow in an Adiabatic Simulation, Vol. 108, 
1986, pp. 84-92. 

Desai, P. See Littlefield, D., and Desai, P., Vol. 
108, 1986, pp. 814-821. 

Desrayaud, G., and Lauriat, G. Natural Convection 
of a iating Fluid in a Vertical Layer, Vol. 
107, 1985, pp. 710-712. 

DeWitt, K. J. See Jeng, D. R., Chang, T. C. A., 
and DeWitt, K. J., Vol. 108, 1986, pp. 532-539. 

Dhir, V. K. See Bui, T. D., and Dhir, V. K., Vol. 
107, 1985, pp. 756-763. 

Dhir, V. K. See Bui, T. D., and Dhir, V. K., Vol. 
107, 1985, pp. 764-771. 

Dhir, V. K. See Galamba, D., and Dhir, V. K., Vol. 
107, 1985, pp. 812-818. 

diMarzo, M., and Casarella, M. J. Film Condensa- 
tion Over a Horizontal Cylinder for Combined 
Gravity and Forced Flow, Vol: 107, 1985, pp. 
687-695. 

Dobran, F. Heat Transfer in an Annular Two- 
Phase Flow, Vol. 107, 1985, pp. 472-476. 

Dong, pa See P. O., Dong, Wei-guo, 

and Lienhard, J. H., Vol. 108, 1986, pp. 
405-410. 

Dorri, B., Emery, A. F., and Malte, P. C. Drying 
Rate of Wood Particles With Longitudinal Mass 
Transfer, Vol. 107, 1985, pp. 12-18. 

Drew, D. A. See Cheng, L. Y., Drew, D. A., and 
Lahey, R. T., Jr., Vol. 107, 1985, pp. 402-408. 

Dryden, J. R., Yovanovich, M. M., and Deakin, A. 
S. The Effect of Coatings on the Steady-State 
and Short Time Constriction Resistance for an 
Arbitrary Axisymmetric Flux, Vol. 107, 1985, 

pp. 33-38. 


Transactions of the ASME 


Brewster, M. O. Effective Absorptivity and 
Emissivity of Particulate Media With Applica- 
tal and Analytical Investigation of Friction Fac- 
tors for Flow in 
Kuang, Vol. 108, 1986, pp. 469-471. 
1986, pp. 598-404. 
Carper, H. J., Jr., Saavedra, J. J., and Suwan- 
prateep, T. Liquid Jet Impingement Cooling of 
Chamberlain, M. J., Hollands, K. G. T., and 


Duffy, D. The Temperature Distribution Within a 
Sphere in a Directed Uniform Heat Flux and 
Allowed to Radiatively Cool, Vol. 107, 1985, 
pp. 28-32. 

Dunn, J. R. See Vafaie, F. N., and Dunn, J. R., 
Vol. 108, 1986, pp. 76-83. 

Dykhuizen, R. C., Roy, R. P., and Kalra, S. P. A 
Linear Time-Domain Two-Fluid Model Analysis 
of Dynamic Instability in Boiling Flow Systems, 
Vol. 108, 1986, pp. 100-108. 


Eaton, J. K. See Vogel, J. C., and Eaton, J. K., 
Vol. 107, 1985, pp. 922-929. 

Ebadian, M. A. See Arnas, O. A., and Ebadian, M. 
A., Vol. 107, 1985, pp. 334-337. 

Ebadian, M. A., Topakoglu, H. C., and Arnas, O. 
A. On the Convective Heat Transfer in a Tube 
of Elliptic Cross Section Maintained Under Con- 
stant Wall Temperature, Vol. 108, 1986, pp. 
33-39. 

Eckels, P. W., and Rabas, T. J. Heat Transfer and 
Pressure Drop of Typical Air Cooler Finned 
Tubes, Vol. 107, 1985, pp. 198-204. 

Eckels, P. W., and Rabas, T. J. Heat Transfer and 
Pressure Drop Performance of Finned Tube 
Bundles, Vol. 107, 1985, pp. 205-213. 

Edwards, D. K. The Plating Algorithm for Radia- 
tion Script-F Transfer Factor, Vol. 108, 1986, 
pp. 237-238. 

Elderkin, M. J. See Baughn, J. W., Elderkin, M. J., 
and McKillop, A. A., Vol. 108, 1986, pp. 
386-391. 

El-Masri, M. A. See Motakef, S., and El-Masri, M. 
A., Vol. 107, 1985, pp. 299-306. 

El-Masri, M. A. See Sobel, L., El-Masri, M. A., 
and Smith, J. L., Vol. 108, 1986, pp. 547-553. 

Emery, A. F. See Dorri, B., Emery, A. F., and 
Malte, P. C., Vol. 107, 1985, pp. 12-18. 

Epstein, N. See Muller-Steinhagen, H., Epstein, N., 
and Watkinson, A. P., Vol. 108, 1986, pp. 
928-933. 

Epstein, N. See Muller-Steinhagen, H., Watkinson, 
A. P., and Epstein, N., Vol. 108, 1986, pp. 
922-927. 

Epstein, M., and Grolmes, M. A. Natural Convec- 
tion Characteristics of Pool Penetration Into a 
Melting Miscible Substrate, Vol. 108, 1986, pp. 
190-197. 

Epstein, M., Hauser, G. M., and Henry, R. E. 
Thermophoretic Deposition of Particles in 
Natural Convection Flow From a Vertical Plate, 
Vol. 107, 1985, pp. 272-276. 

Evans, D., Webb, S. W., and Chen, J. C. Axially 
Varying Vapor Superheats in Convective Film 
Boiling, Vol. 107, 1985, pp. 663-669. 

Ewen, J. See Thomas, H. R., and Ewen, J., Vol. 
108, 1986, pp. 705-707. 


F 


Faeth, G. M. See Lai, M.-C., Jeng, S.-M., and 
Faeth, G. M., Vol. 108, 1986, pp. 827-834. 
Faeth, G. M. See Solomon, A. S. P., Shuen, J-S., 

Zhang, Q-F., and Faeth, G. M., Vol. 107, 1985, 


and Faeth, G. M., Vol. 108, 1986, pp. 951-959. 

Farouk, B. See Karim, F., Farouk, B., and Namer, 
1., Vol. 108, 1986, pp. 291-298. 

Farouk, B. Mixed Convective Flows Around a 
Slowly Roating Isothermal Sphere, Vol. 107, 
1985, pp. 431-438. 

Feldmaa, P. S. See Carrier, G. F., Fendell, F. E., 
and Feldman, P. S., Vol. 107, 1985, pp. 19-27. 

Fendell, F. E. See Carrier, G. F., Fendell, F. E., 
and Feldman, P. S., Vol. 107, 1985, pp. 19-27. 

Ferguson, C. R. See Wang, W. C., and Ferguson, 
C. R., Vol. 108, 1986, pp. 700-703. 

Figliola, R. S., Suarez, E. G., and Pitts, D. R. 
Mixed Particle Size Distribution Effects on 
Heat Transfer in a Fluidized Bed, Vol. 108, 
1986, pp. 913-915. 


Journal of Heat Transfer 


Focke, W. W. Selecting Optimum Plate Heat Ex- 
108, 1986, pp. 
153-160. 

Frederick, D., and Greif, R. A Method for the Solu- 
tion of Heat Transfer Problems With a Change 
of Phase, Vol. 107, 1985, pp. 520-526. 

Friedly, J. C. Transient Response of a Coupled 
Conduction and Convection Heat Transfer 
Problem, Vol. 107, 1985, pp. 57-62. 

Frost, D., and Sturtevant, B. Effects of Ambient 
Pressure on the Instability of a Liquid Boiling 
Explosively at the Superheat Limit, Vol. 108, 
1986, pp. 418-424. 

Fukusako, S., Komoriya, T., and Seki, N. An Ex- 


Vol. 108, 1986, pp. 117-124. 


G 


Galtonde, U. N. See Motwani, D G., Gaitonde, U. 
and Sukhatme, S. P., a 107, 1985, pp. 


Galamba, D., and Dhir, V. K. Transient 

ultaneous Condensation and Melting of a 
Vertical Surface, Vol. 107, 1985, pp. 812-818. 

Garg, V. K., and Velusamy, K. Heat Transfer 
Characteristics for a Plate Fin, Vol. 108, 1986, 
pp. 224-226. 

Gau, C., and Viskanta, R. Effect of Crystal 
Anisotropy on Heat Transfer During Melting 
and Solidification of a Metal, Vol. 107, 1985, 
pp. 706-708. 

Gau, C., and Viskanta, R. and Solidifica- 
108, 1986, pp. 174-181. 

Gedeon, D. Mean-Parameter Modeling of 

illating Flow, Vol. 108, 1986, pp. 513-518. 

Geiger, G. T. See Sparrow, E. M., and Geiger, G. 
T., Vol. 107, 1985, pp. 321-326. 

Georgiadis, J. G., and Catton, I. Prandtl Number 
Effect on Bénard Convection in Porous Media, 
Vol. 108, 1986, pp. 284-290. 

Gero, L. R. See Hollworth, B. R., and Gero, L. R., 
Vol. 107, 1985, pp. 910-915. 

Ghetzler, R., Chato, J. C., and Crowley, J. M. Tur- 
bulent Convective Heat Transfer in Forced 
Cooled Underground Electric Transmission 
Systems, Vol. 107, 1985, pp. 327-333. 

Gobin, D. See Bénard, C., Gobin, D., and Mar- 
tinez, F., Vol. 107, 1985, pp. 794-803. 

Goldstein, R. J. See Acharya, S., and Goldstein, R. 
J., Vol. 107, 1985, pp. 855-866. 

Gooray, A. M., Watkins, C. B., and Aung, Win. 
Turbulent Heat Transfer Computations for 
Rearward-Facing Steps and Sudden Pipe Expan- 
sions, Vol. 107, 1985, pp. 70-76. 

Gordon, A. S. See Saito, K., Williams, F. A., and 
Gordon, A. S., Vol. 108, 1986, pp. 640-648. 
Goshayeshi, A., Welty, J. R., Adams, R. L., and 

Alavizadeh, N. Local Heat Transfer Coeffi- 
cients for Horizontal Tube Arrays in High- 
Temperature Large-Particle Fluidized Beds: an 
Experimental Study, Vol. 108, 1986, pp. 

907-912. 


Greif, R. See Frederick, D., and Greif, R., Vol. 
107, 1985, pp. 520-526. 

Greif, R. See Lavine, A. S., Greif, R., and Hum- 
phrey, J. A. C., Vol. 108, 1986, pp. 796-805. 

Griffiths, S. K., Nilson, R. H., and Morrison, F. 
A., Jr. Hybrid Analytical/Numerical Computa- 
tions of Heat Transfer in a Gas-Driven Fracture, 
Vol. 108, 1986, pp. 585-590. 

Grolmes, M. A. See Epstein, M., and Grolmes, M. 
A., Vol. 108, 1986, pp. 190-197. 

Grosshandler, W. L., and Nguyen, H. D. Applica- 
tion of the Total Transmittance Nonhomoge- 
neous Radiation Model to Methane Combus- 
tion, Vol. 107, 1985, pp. 445-450. 

Grubka, L. J., and Bobba, K. M. Heat Transfer 
Characteristics of a Continuous, Stretching Sur- 
face With Variable Temperature, Vol. 107, 
1985, pp. 248-250. 

Gupta, C. P. See Tandon, T. N., Varma, H. K., 
and Gupta, C. P., Vol. 107, 1985, pp. 424-430. 


Garteheff, G. A. See Sparrow, E 


-» Gurtcheff, 

G. A., and Myrum, T. nek tom, 1986, pp. 
649-653. 

Gvozdenac, D. D. Analytical Solution of the Tran- 

sient Response of Gas-to-Gas Crossflow Heat 


With Both Fluids Unmixed, Vol. 108, 
1986, pp. 722-727. 


and Hirano, T., Vol. 108, 1986, pp. 877-881. 

Hart, J. E. Observations of Complex Oscillations in 
a Closed Thermosyphon, Vol. 107, 1985, pp. 
833-839. 

Hart, J. E. A Model of Flow in a Closed-Loop 
Thermosyphon Including the Soret Effect, Vol. 
107, 1985, pp. 840-849. 

Hartley, J. G. See Couvillion, R. J., and Hartley, J. 
G., Vol. 108, 1986, pp. 182-189. 

Hartnett, J. P. See Ng, M. L., Hartnett, J. P., and 
Kwack, E. i Vol. 108, 1986, pp. 790-795. 


Flames, Vol. 108, 1986, pp. 882-888. 

Hauser, G. M. See Epstein, M., Hauser, G. M., and 
Henry, R. E., Vol. 107, 1985, pp. 272-276. 
Henry, R. E. See Epstein, M., Hauser, G. M., and 
Henry, R. E., Vol. 107, 1985, pp. 272-276. 
Hensel, E., and Hills, R. G. An Initial Approach to 
the Inverse Heat Conduction Problem, Vol. 108, 

1986, pp. 248-256. 

Hessami, M. A., Pollard, A., Rowe, R. D., and 
Ruth, D. W. A Study of Free Convective Heat 
Transfer in a Horizontal Annulus With a Large 
Radii Ratio, Vol. 107, 1985, pp. 603-610. 

Hilal, M. M. See Morcos, S. M., Hilal, M. M., 
Kamel, M. M., and Soliman, M. S., Vol. 108, 
1986, pp. 574-579. 

Hills, R. G. See Hensel, E., and Hills, R. G., Vol. 


Hirano, T., Vol. 108, 1986, pp. 877-881. 

Hirano, T., Sato, K., and Sato, J. An Analysis of 
Upward Fire Spread Along Metal Cylinders, 
Vol. 107, 1985, pp. 708-710. 

Hirota, T. See Kumada, T., Hirota, T., Tamura, 
N., and Ishiguro, R., Vol. 108, 1986, pp. 4-8. 

Hoerger, C. R. B., and Phillips, W. F. Limitations 
of the Single-Phase Model for Solid-Gas Heat 
Transfer in Packed Beds, Vol. 107, 1985, pp. 
260-262. 

Hoffman, M. A. See Baughn, J. W., Takahashi, R. 
K., Hoffman, M. A., and McKillop, A. A., Vol. 
107, 1985, pp. 953-959. 

Hollands, K. G. T. See Chamberlain, M. J., 
Hollands, K. G. T., and Raithby, G. D., Vol. 
107, 1985, pp. 624-629. 

Holiworth, B. R., and Gero, L. R. Entrainment Ef- 
fects on Impingement Heat Transfer: Part 
IIl-—Local Heat Transfer Measurements, Vol. 
107, 1985, pp. 910-915. 

Houf, W. G., Incropera, F. P., and Viskanta, R. 
Thermal Conditions in Irradiated, Slowly Mov- 
ing Liquid Layers, Vol. 107, 1985, pp. 92-98. 

Howell, J. R. See Larsen, M. E., and Howell, J. R., 
Vol. 107, 1985, pp. 936-942. 

Howell, J. R. See Larsen, M. E., and Howell, J. R., 
Vol. 108, 1986, pp. 239-242. 

Hromadka, T. V., II Predicting Two-Dimensional 
Steady-State Soil Freezing Fronts Using the 
CVBEM, Vol. 108, 1986, pp. 235-237. 


NOVEMBER 1986, Vol. 108/993 


H 
perimental Study of Transition and Film Boiling —_ | 
Heat Transfer in Liquid-S iP Bed, H. 
| a Predict Separated Flows With Heat Transfer, 
7 Vol. 107, 1985, pp. 557-563. 
Modeling of Unconfined Turbulent Diffusion 
108, 1986, pp. 248-256. 

Himasekhar, K., and Sarma, P. K. Laminar Com- 

bined Convection From a Rotating Cone to a 

Thermally Stratified Environment, Vol. 108, 

1986, pp. 973-976. 
Hiramitsu, M. See Ozoe, H., Mouri, A., Hiramitsu, 
M., Churchill, S. W., and Lior, N., Vol. 108, 
1986, pp. 806-813. 
Hirano, T. See Tsuruda, T., Harayama, M., and 
| 
pp. 679-686. 
Faeth, G. M. See Sun, T.-Y., Parthasarathy, R. N., 


Hrymak, A. N., McRae, G. J., and Westerberg, A. 
W. Combined Analysis and Optimization of Ex- 
tended Heat Transfer Surfaces, Vol. 107, 1985, 
pp. 527-532. 

Hsiac, J. S., and Chung, B. T. F. An Efficient 
Algorithm for Finite Element Solution to Two- 
Dimensional Heat Transfer With Melting and 
Freezing, Vol. 108, 1986, pp. 462-465. 

Hsu, C. T., and Cheng, P. Effects of Upstream 
Fluid About a Semi-infinite Inclined Heated 
Surface, Vol. 107, 1985, pp. 283-292. 

Hsu, Y. F., Rubinsky, B., and Mahin, K. An In- 
verse Firite Element Method for the Analysis of 
Stationary Arc Welding Processes, Vol. 108, 
1986, pp. 734-741. 

Huang, C. L. D. See Netrakanti, M. N., and 
Huang, C. L. D., Vol. 107, 1985, pp. 966-968. 

Huang, Ming-Jer, Chen, Cha’o-Kuang, and 
Cleaver, J. W. Vertical Circular Pin With Con- 

Natural Convection-Conduction Flow, 
Vol. 107, 1985, pp. 242-245. 

Huang, Ming-Jer, Yih, Kuo-Ann, Chou, You-Li, 
and Chen, Cha’o-Kuang. Mixed Convection 
Flow Over a Horizontal Cylinder or a Sphere 
Embedded in a Saturated Porous Medium, Vol. 
108, 1986, pp. 469-471. 

Huang, S. C. Unsteady-State Heat Conduction in 
Semi-infinite Regions With Mixed-Type Bound- 
ary Conditions, Vol. 107, 1985, pp. 489-491. 

Humphrey, J. A. C. See Lavine, A. S., Greif, R., 
and Humphrey, J. A. C., Vol. 108, 1986, pp. 
796-805 


Hung, Ying-Huei, and Yao, Shi-Chune. Pool Boil- 
ing Heat Transfer in Narrow Horizontal An- 
nular Crevices, Vol. 107, 1985, pp. 656-662. 

Hwang, T. H., and Yao, S. C. Crossflow Heat 
Transfer in Tube Bundles at Low Reynolds 
Numbers, Vol. 108, 1986, pp. 697-700. 

Hyun, Jae Min. Effect of the Prandtl Number on 
Heatup of a Stratified Fluid in an Enclosure, 
Vol. 107, 1985, pp. 982-984. 


I 


Ibrahim, E. A., and Judd, R. L. An Experimental 
Investigation of the Effect of Subcooling on 
Bubble Growth and Waiting Time in Nucleate 
Boiling, Vol. 107, 1985, pp. 168-174. 

Hegbusi, J. O., and Spalding, D. B. An Improved 
Version of the kK-W Model of Turbulence, Vol. 
107, 1985, pp. 63-69. 

Inaba, H. Natural Convection in an Inclined Rec- 
tangular Channel Heated From the Bottom Sur- 
face, Vol. 108, 1986, pp. 764-769. 

Inada, S., Miyasaka, Y., Sakumoto, S., and Chan- 
dratilleke, G. R. Liquid-Solid Contact State in 
Subcooled Pool Transition Boiling System, Vol. 
108, 1986, pp. 219-221. 

Incropera, F. P. See Bergman, T. L., Incropera, F. 
P., and Viskanta, R., Vol. 108, 1986, pp. 
206-211. 

Incropera, F. P. See Bergman, T. L., Incropera, F. 
P., and Viskanta, R., Vol. 108, 1986, pp. 
317-322. 

Incropera, F. P. See Houf, W. G., Incropera, F. P., 
and Viskanta, R., Vol. 107, 1985, pp. 92-98. 
Inguva, R. See Baker-Jarvis, J., and Inguva, R., 

Vol. 107, 1985, pp. 39-43. 

Ishiguro, R. See Kumada, T., Hirota, T., Tamura, 
N., and Ishiguro, R., Vol. 108, 1986, pp. 4-8. 

Ishii, M. See DeJarlais, G., Ishii, M., and Linehan, 
J., Vol. 108, 1986, pp. 84-92. 

Ishimura, M. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Islam, Rafiqul M., and Nandakumar, K. Multiple 
Solutions for Buoyancy-Induced Flow in 
Saturated Porous Media for Large Peclet 
Numbers, Vol. 108, 1986, pp. 866-871. 


994 / Vol. 108, NOVEMBER 1986 


J 


tical Surface, Vol. 107, 1985, pp. 883-892. 

Jaluria, Y., and Cha, C. K. Heat Rejection to the 
Surface Layer of a Solar Pond, Vol. 107, 1985, 
pp. 99-106. 

Jeng, D. R., Chang, T. C. A., and DeWitt, K. J. 
Momentum and Heat Transfer on a Continuous 
Moving Surface, Vol. 108, 1986, pp. 532-539. 

Jeng, S.-M. See Lai, M.-C., Jeng, S.-M., and 
Faeth, G. M., Vol. 108, 1986, pp. 827-834. 

Jensen, M. K., and Bensler, H. P. Saturated 
Forced-Convective Boiling Heat Transfer With 
Twisted-Tape Inserts, Vol. 108, 1986, pp. 93-99. 

Jensen, M. K., and Pourdashti, M. Critical Heat 
Flux on a Horizontal Cylinder in an Upward 
Subcooled and Low-Quality Two-Phase 
Crossflow, Vol. 108, 1986, pp. 441-447. 

Jiji, L. M. See Zhang, Guo-Ping, Jiji, L. M., and 
Weinbaum, S., Vol. 107, 1985, pp. 245-247. 
Jiji, L. M. See Zhang, G.-P., Weinbaum, S., and 

Jiji, L. M., Vol. 108, 1986, pp. 900-906. 

Johnson, J. C. See Stewart, W. E., Jr., and 
Johnson, J. C., Vol. 107, 1985, pp. 463-465. 

Johnston, B. S., and Bankoff, S. G. Boiling Heat 
Transfer in a Narrow Eccentric Annulus: Part 
III-A Model of Dry Patch Extent and 
Temperature Distribution, Vol. 108, 1986, pp. 
433-440. 

Jones, D. N. See Briggs, D. G., and Jones, D. N., 
Vol. 107, 1985, pp. 850-854. 

Jones, G. F. Temperature and Heat-Flux Distribu- 
tions in a Strip-Heated Composite Slab, Vol. 
108, 1986, pp. 226-229. 

Judd, R. L. See Ibrahim, E. A., and Judd, R. L., 
Vol. 107, 1985, pp. 168-174. 


for Fire Tube Boilers, Vol. 107, 1985, pp. 
354-360. 


Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, Tis Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Kadambi, V. See Levy, E., Neti, S., Brown, G., 
Bayat, F., and Kadambi, V., Vol. 108, 1986, pp. 
350-356. 

Kadambi, V., Levy, E. K., and Neti, S. Heat 

Duct, Vol. 108, 1986, pp. 343-349. 

and Kadle, D. S., 
Vol. 108, 1986, pp. 519-524. 

Kadle, D. S., and Sparrow, E. M. Numerical and 
Experimental Study of Turbulent Heat Transfer 
and Fluid Flow in Longitudinal Fin Arrays, Vol. 
108, 1986, pp. 16-23. 

Kahawita, R. See Wang, Pu, Lin, Sui, and 
Kahawita, R., Vol. 107, 1985, pp. 485-489. 
Kaji, N., Mori, Y. H., and Tochitani, Y. Heat 
Transfer Enhancement Due to Electrically In- 
duced Resonant Oscillation of Drops, Vol. 107, 

1985, pp. 788-793. 

Kajiyama, H. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Kalhori, B., and Ramadhyani, S. Studies on Heat 
Transfer From a Vertical Cylinder, With or 
Without Fins, Embedded in a Solid Phase 
Change Medium, Vol. 107, 1985, pp. 44-51. 

Kalra, S. P. See Dykhuizen, R. C., Roy, R. P., and 
Kaira, S. P., Vol. 108, 1986, pp. 100-108. 

Kamel, M. M. See Morcos, S. M., Hilal, M. M., 
Kamel, M. M., and Soliman, M. S., Vol. 108, 
1986, pp. 574-579. 


Kamotani, Y., Lin, J. K., and Ostrach, S. Effect of 
Destabilizing Heating on Gortler Vortices, Vol. 
107, 1985, pp. 877-882. 

Kane, R. S., and Pfeffer, R. Heat Transfer in Gas- 
Solids Drag-Reducing Flow, Vol. 107, 1985, pp. 
570-574. 

Kannan, K. S. See Neti, S., Warnock, A. S., Levy, 
E. K., and Kannan, K. S., Vol. 107, 1985, pp. 
575-582. 

Karakas, A. See Tunc, M. M., and Karakas, A., 
Vol. 107, 1985, pp. 949-952. 

Karim, F., Farouk, B., and Namer, I. Natural Con- 
vection Heat Transfer From a Horizontal 
Cylinder Between Vertical Confining Adiabatic 
Walls, Vol. 108, 1986, pp. 291-298. 

Karwe, M. V., and Jaluria, Y. Thermal Transport 
From a Heated Moving Surface, Vol. 108, 1986, 
pp. 728-733. 

Kaul, R. See Sharan, A., Lienhard, J. H., and 
Kaul, R., Vol. 107, 1985, pp. 392-397. 

Kaviany, M. Laminar Combined Convection in a 
Horizontal Annulus Subject to Constant Heat 
Flux Inner Wall and Adiabatic Outer Wall, Vol. 
108, 1986, pp. 392-397. 

Kaviany, M., and Vogel, M. Effect of Solute Con- 
centration Gradients on the Onset of Convec- 
tion: Uniform and Nonuniform Initial Gra- 
dients, Vol. 108, 1986, pp. 776-782. 

Kawaji, M., “ Y. S., Banerjee, S., 

Yadigaroglu, G. Reflooding With Steady oe 
Oscillatory Injection: Part I-Flow Regimes, 
Void Fraction, and Heat Transfer, Vol. 107, 
1985, pp. 670-678. 

a M. A. See Webb, R. L., Rudy, T. M., 

and Kedzierski, M. A., Vol. 107, 1985, pp. 
369-376. 

Kehtarnavaz, H., and Bayazitoglu, Y. Solidifica- 
tion of Binary Mixture in a Finite Planar 
Medium: Saline Water, Vol. 107, 1985, pp. 
964-966. 

Kelsic, B. H. See Taylor, R. E., and Kelsic, B. H., 
Vol. 108, 1986, pp. 161-165. 


tion in a Vertical Rod Burdle — A General Cor- 
relation for Nusselt Numbers, Vol. 107, 1985, 
pp. 611-623. 

Khair, K. R., and Bejan, A. Mass Transfer to 
Natural Convection Layer Flow 
Driven by Heat Transfer, Vol. 107, 1985, pp. 
979-981. 

Khatib-Rahbar, M., and Cazzoli, E. G. Flow 
Excursion-Induced Dryout at Low Heat Flux 
Natural Convection Boiling, Vol. 108, 1986, pp. 
425-432. 

Kim, D. M., and Viskanta, R. Effect of Wall Heat 
Conduction on Natural Convection Heat 
Transfer in a Square Enclosure, Vol. 107, 1985, 
pp. 139-146. 

Kim, J. H. An Analytical Model for 
Buoyant Jet Injected Into Pipe Flow, Vol. 107, 
1985, pp. 630-635. 

Kimura, S., and Bejan, A. Natural Convection in a 
Stably Heated Corner Filled With Porous 
Medium, Vol. 107, 1985, pp. 293-298. 

Kimura, S., Bejan, A., and Pop, I. Natural Convec- 
tion Near a Cold Plate Facing Upward in a 
Porous Medium, Vol. 107, 1985, pp. 819-825. 

Kinney, R. B. See Paolino, M. A., Kinney, R. B., 
and Cerutti, E. A., Vol. 108, 1986, pp. 742-748. 

Klein, S. A. See Van den Bulck, E., Mitchell, J. W., 
and Klein, S. A., Vol. 108, 1986, pp. 684-692. 

Ko, N. W. M., and Wong, P. F. Y. Mass Transfer 
From Coaxial Cylinders With Stepwise Changes 
in Diameter, Vol. 108, 1986, pp. 981-983. 

Kominami, J. See Ota, T., Nishiyama, H., 
Kominami, J., and Sato, K., Vol. 108, 1986, pp. 
525-531. 

T. See Fukusako, S., Komoriya, T., and 
Seki, N., Vol. 108, 1986, pp. 117-124. 

Kothari, K. M., and Meroney, R. N. Liquefied 
Natural Gas (LNG) Plume Interaction With 
Storage Tanks, Vol. 108, 1986, pp. 475-477. 

Koyama, H. See Nakayama, A., and Koyama, H., 
Vol. 107, 1985, pp. 417-423. 

Koyama, H. See Nakayama, A., and Koyama, H., 
Vol. 108, 1986, pp. 490-493. 


Transactions of the ASME 


: Jaluria, Y. Interaction of Natural Convection 
Wakes Arising From Thermal Sources on a Ver- 
ae Junkhan, G. H., Bergles, A. E., Nirmalan, V., and 
Ravigururajan, T. Investigation of Turbulators Keyhani, M., Kulacki, F. A., and Christensen, R. 
PO N. Experimental Investigation of Free Convec- 


Koyama, H. See Nakayama, A., and Koyama, H., 
Vol. 108, 1986, pp. $41-847. 

Kraus, A. D., and Snider, A. D. Choking and Op- 
timization of Extended Surface Arrays, Vol. 
107, 1985, pp. 746-749. 

Kraus, H. G. Thermal Finite Element Formulation 
and Solution Versus Experimental Results for 
wae GTA Welding, Vol. 108, 1986, pp. 

1-596. 

Krishnan, V. S. See Roy, R. P., Krishnan, V. S 
and Raman, A., Vol. 108, 1986, pp. te ag 
Kulacki, F. A. See Keyhani, M., Kulacki, F. A., 
and Christensen, R. N., Vol. 107, 1985, pp. 

611-623. 

Kulacki, F. A. See Muralidhar, K., Baunchalk, R. 
A., and Kulacki, F. A., Vol. 108, 1986, pp. 
889-893 


Kulacki, F. A. See Prasad, V., and Kulacki, F. A., 
Vol. 107, 1985, pp. 147-154. 

Kulacki, F. A. See Prasad, V., and Kulacki, F. A., 
Vol. 107, 1985, pp. 596-602. 

Kumada, T., Hirota, T., Tamura, N., and Ishiguro, 
R. Heat and Mass Transfer With Liquid 
Evaporation Into a Turbulent Air Stream, Vol. 
108, 1986, pp. 4-8. 

Kumar, R. See Mahony, D. N., Kumar, R., and 
Bishop, E. H., Vol. 108, 1986, pp. 783-789. 
Kumar, R., and Adrian, R. J. Higher Order 
Moments in the Entrainment Zone of Turbulent 
Penetrative Thermal Convection, Vol. 108, 

1986, pp. 323-329. 

Kuntz, H. L., and Perreira, N. D. Oscillatory Con- 
ductive Heat Transfer for a Fiber in an Ideal 
Gas, Vol. 107, 1985, pp. 52-56. 

Kurzweg, U. H. Enhanced Heat Conduction in 
Fluids Subjected to Sinusoidal Oscillations, Vol. 
107, 1985, pp. 459-462. 

Kwack, E. Y. See Ng, M. L., Hartnett, J. P., and 
Kwack, E. Y., Vol. 108, 1986, pp. 790-795. 


L 


Lahey, R. T., Jr. See Cheng, L. Y., Drew, D. A., 
and Lahey, R. T., Jr., Vol. 107, 1985, pp. 
402-408. 

Lahey, R. T., Jr. See Valeyarkhan, R., Podowski, 
M., and Lahey, R. T., Jr., Vol. 107, 1985, pp 
175-181. 

Lai, M.-C., Jeng, S.-M., and Faeth, G. M. Struc- 
ture of Turbulent Adiabatic Wall Plumes, Vol. 
108, 1986, pp. 827-834. 

Lal, S. See Agrawal, K. N., Varma, H. K., and Lal, 
S., Vol. 108, 1986, pp. 567-573. 

Lankford, K. E., and Bejan, A. Natural Convection 
in a Vertical Enclosure Filled With Water Near 
4°C, Vol. 108, 1986, pp. 755-763. 

Larsen, M. E., and Howell, J. R. The 
Factor Method: An Alternative Basis for Zonal 
Analysis of Radiating Enclosures, Vol. 107, 
1985, pp. 936-942. 

Larsen, M. E., and Howell, J. R. Least-Squares 
Smoothing of Direct-Exchange Areas in Zonal 
Analysis, Vol. 108, 1986, pp. 239-242. 

Larson, D. E. See Metzger, D. E., and Larson, D. 
E., Vol. 108, 1986, pp. 48-54. 

Lauriat, D. See Desrayaud, G., and Lauriat, G., 
Vol. 107, 1985, pp. 710-712. 

Lavine, A. S., Greif, R., and Humphrey, J. A. C. 
Three-Dimensional Analysis of Natural Convec- 
tion in a Toroidal Loop: Effect of Tilt Angle, 
Vol. 108, 1986, pp. 796-805. 

Lee, H., and Buckius, R. 0. Combined Mode Heat 
Transfer Analysis Utilizing Radiation Scaling, 
Vol. 108, 1986, pp. 626-632. 

Lee, Shun-Ch’ing. See Wong, King-Leung, Lee, 
Shun-Ch’ing, and Chen, Cha’o-Kuang, Vol. 
108, 1986, pp. 860-865. 

Levy, E. K. See Kadambi, V., Levy, E. K., and 
Neti, S., Vol. 108, 1986, pp. 343-349. 

Levy, E. K. See Neti, S., Warnock, A. S., Levy, E. 
K., and Kannan, K. S., Vol. 107, 1985, pp. 
575-582. 

Levy, E. K., Neti, S., Brown, G., Bayat, F., and 

Laminar Heat Transfer and 
Pressure Drop in a Rectangular Duct Rotating 


Journal of Heat Transfer 


Liburdy, J. A. See Singh, P., and Liburdy, J. A. 
Vol. 108, 1986, pp. 770-775. 
Fue-Sang, 


Forced and Free C 
Analysis of Heat Transfer in a Vertical Plate 
Fin, Vol. 108, 1986, pp. 580-584. 

Lien, Fue-Sang, Chen, Cha’o-Kuang, and Cleaver, 
J. W. Mixed and Free Convection Over a 
Rotating Sphere With Blowing and Suction, 
Vol. 108, 1986, pp. 398-404. 

Lien, Fue-Sang, Chen, Cha’o-Kuang, and Cleaver, 
J. W. Analysis of Natural Convection Flow of 
Micropolar Fluid About a Sphere With Blowing 
and Suction, Vol. 108, 1986, pp. 967-970. 

Lienhard, J. H. See Biney, P. O., Dong, Wei-guo, 
and Lienhard, J. H., Vol. 108, 1986, pp. 
405-410. 

Lienhard, J. H. See Sharan, A., and Lienhard, J. 
H., Vol. 107, 1985, pp. 398-401. 

Lienhard, J. H. See Sharan, A., Lienhard, J. H., 
and Kaul, R., Vol. 107, 1985, pp. 392-397. 
Lienhard, J. H. On the Two Regimes of Nucleate 

Boiling, Vol. 107, 1985, pp. 262-264. 

Lienhard, J. H., V, and Catton, I. Heat Transfer 
Across a Two-Fluid-Layer Region, Vol. 108, 
1986, pp. 198-205. 

Ligrani, P. M., and Camci, C. Adiabatic Film 
Cooling Effectiveness From Heat Transfer 
Measurements in Compressible, Variable- 
Property Flow, Vol. 107, 1985, pp. 313-320. 

Lin, J. K. See Kamotani, Y., Lin, J. K., and 
Ostrach, S., Vol. 107, 1985, pp. 877-882. 

Lin, Sui. See Wang, Pu, Lin, Sui, and Kahawita, 
R., Vol. 107, 1985, pp. 485-489. 

Lin, S., and Akins, R. G. State 

Natural Convection Heat Transfer Inside a Ver- 
tical Cylinder, Vol. 108, 1986, pp. 310-316. 

Linehan, J. See DeJarlais, G., Ishii, M., and 
Linehan, J., Vol. 108, 1986, pp. 84-92. 

Lior, N. See Ozoe, H., Mouri, A., Hiramitsu, M., 
Churchill, S. W., and Lior, N., Vol. 108, 1986, 
pp. 806-813. 

Litkouhi, B., and Beck, J. V. Multinode Unsteady 
Surface Element Method With Application to 
Contact Conductance Problem, Vol. 108, 1986, 
pp. 257-263. 

Littlefield, D., and Desai, P. Buoyant Laminar 
Convection in a Vertical Cylindrical Annulus, 
Vol. 108, 1986, pp. 814-821. 

Liu, Ye-Di. See Prakash, C., and Liu, Ye-Di, Vol. 
107, 1985, pp. 84-91. 

Liu, Ye-Di. See Prakash, C., and Liu, Ye-Di, Vol. 
107, 1985, pp. 118-123. 

Lloyd, J. R. See Zhong, Z. Y., Yang, K. T., and 
Lloyd, J. R., Vol. 107, 1985, pp. 133-138. 

Loehrke, R. I. See Mullisen, R. S., and Loehrke, R. 
1., Vol. 108, 1986, pp. 370-376. 

Loehrke, R. I. See Mullisen, R. S., and Loehrke, R. 
1., Vol. 108, 1986, pp. 377-385. 

Look, D. C., Jr. See Nelson, H. F., Look, D. C., 
Jr., and Crosbie, A. L., Vol. 108, 1986, pp. 
619-625. 

Look, D. C., Jr., and Vijayan, M. Laser Reflection 
in a Scattering Medium with a White Diffusively 

i . 108, 1986, pp. 


Lou, D. Y. S. See Masseh, H., Lou, D. Y. S., and 
Haji-Sheikh, A., Vol. 108, 1986, pp. 976-978. 
Lounsbury, R. See Prakash, C., and Lounsbury, 

R., Vol. 108, 1986, pp. 693-697. 


Mahin, K. See Hsu, Y. F., Rubinsky, B., and 
Mahin, K., Vol. 108, 1986, pp. 734-741. 


Mahony, D. N., Kumar, R., and Bishop, E. H. 
Numerical 


centric Cylinders, Vol. 108, 1986, pp. 783-789. 

Malashetty, M. S. See Rudraiah, N., and Malashet- 
ty, M. S., Vol. 108, 1986, pp. 872-876. 

Make, P. C. See Dorri, B., Emery, A. F., and 
Malte, P. C., Vol. 107, 1985, pp. 12-18. 

Markovitz, E. See Carey, V. P., Markovitz, E., and 
Chuah, Y. K., Vol. 108, 1986, pp. 109-116. 

Martinez, F. See Bénard, C., Gobin, D., and Mar- 
tinez, F., Vol. 107, 1985, pp. 794-803. 

Marto, P. J. See W: A. S., Marto, P. 
J., and Rose, J. W., Vol. 108, 1986, pp. 


Masseh, H., Lou, D. Y. S., and Haji-Sheikh, A. On 
Latent Heat Delay of Natural Convection, Vol. 
108, 1986, pp. 976-978. 

+, and McKillop, A. A., Vol. 108, 1986, pp. 

McKillop, A. A. See Baughn, J. W., Takahashi, R. 
K., Hoffman, M. A., and McKillop, A. A., Vol. 
107, 1985, pp. 953-959. 

McRae, G. J. See Hrymak, A. N., McRae, G. J., 
and Westerberg, A. W., Vol. 107, 1985, pp. 


tivities of Isotropic and Orthotropic Solids, Vol. 
107, 1985, pp. 508-512. 
, R. N. See Kothari, K. M., and Meroney, 
R.N., Vol. 108, 1986, pp. 475-477. 
Meroney, R. N., and Neff, D. E. Heat Transfer Ef- 
fects During Cold Dense Gas Dispersion: Wind- 
Tunnel Simulation of Cold Gas Spills, Vol. 108, 


Heater, Vol. 107, 1985, pp. 468-471. 

Miller, R. S. Photographic Observations of Bubble 
Formation in Flashing Nozzle Flow, Vol. 107, 
1985, pp. 750-755. 

Misterek, D. L. See Sparrow, E. M., and Misterek, 
D. L., Vol. 108, 1986, pp. 853-859. 

Mitchell, J. W. See Van den Buick, E., Mitchell, J. 
W., and Klein, S. A., Vol. 108, 1986, pp. 


108, 1986, pp. 219-221. 
Moallemi, M. K., and Viskanta, R. Melting 
a Migrating Heat Source, Vol. 107, 1985, pp. 


tionary Disk Systems, Vol. 108, 1986, pp. 
978-980. 

Modest, M. F., and Abakians, H. Heat Conduction 
in a Moving Semi-infinite Solid Subjected to 
Pulsed Laser Irradiation, Vol. 108, 1986, pp. 
597-601. 

Modest, M. F., and Abakians, H. Evaporative Cut- 
ting of a Semi-infinite Body With a Moving CW 
Laser, Vol. 108, 1986, pp. 602-607. 

Moffatt, R. F. See Siebers, D. L., Moffatt, R. F., 
and Schwind, R. G., Vol. 107, 1985, pp. 
124-132. 

Molki, M., and Sparrow, E. M. An Empirical Cor- 
relation for the Average Heat Transfer Coeffi- 


NOVEMBER 1986, Vol. 108/995 


: Li, Chung-Hsiung. Exact Transient Solution of Effects on Laminar Natural Convection of 
Parallel-Current Transfer Processes, Vol. 108, Gases Between Two Horizontal Isothermal Con- 
1986, pp. 365-369. 
Li, Chung-Hsiung, and Shah, R. K. The Maximum 
Slope of Single-Blow Transient Testing for 
Compact Heat Exchanger Surfaces, Vol. 107, 
- of Microstructure on the Conjugated Mixed 
960-966. 
$27-532. 
Menguc, M. P., and Viskanta, R. Radiative 
Transfer in Axisymmetric, Finite Cylindrical 
Enclosures, Vol. 108, 1986, pp. 271-276. 
Meric, R. A. Optimization of Thermal Conduc- 
1986, pp. 9-15. 
Metzger, D. E., and Larson, D. E. Use of Melting 
| Point Surface Coatings for Local Convection 
Heat Transfer Measurements in Rectangular 
; Channel Flows With 90-deg Turns, Vol. 108, 
1986, pp. 48-54. 
Metzger, D. E., and Sahm, M. K. Heat Transfer 
Around Sharp 180-deg Turns in Smooth Rec- 
tangular Channels, Vol. 108, 1986, pp. 500-506. 
Michiyoshi, I., Takenaka, N., Murata, T., 
Shiokawa, T., and Takahashi, O. Effects of 
Liquid Level on Boiling Heat Transfer in 
Potassium Layers on a Horizontal Plane 
684-692. 
Miyasaka, Y. See Inada, S., Miyasaka, Y., 
451-458. 
Moallemi, M. K., Webb, B. W., and Viskanta, R. 
An Experimental and Analytical Study of Close- 
Contact Melting, Vol. 108, 1986, pp. 894-899. 
Mochizuki, S., and Yeng, Wen-Jei. Three 
Mechanisms of Convective Enhancement in Sta- 


cient in Circular Tubes, Vol. 108, 1986, pp. 
482-484 


Moog, D. B., and Rubinsky, B. An Analytical 
Model of Thermal and Vapor Diffusion in 
Freezing of Wet Coal, Vol. 107, 1985, pp. 5-11. 

Morcos, S. M., Hilal, M. M., Kamel, M. M., and 


Mori, Y. H. See Kaji, N., Mori, Y. H., and 
Tochitani, Y., Vol. 107, 1985, pp. 788-793. 
Mori, Y. H. See Nosoko, T., and Mori, Y. H., Vol. 

107, 1985, pp. 384-391. 

Morrison, F. A., Jr. See Griffiths, S. K., Nilson, R. 
H., and Morrison, F. A., Jr., Vol. 108, 1986, 
pp. 585-590. 

Morrison, F. A., Jr. See Sharpe, L., Jr., and Mor- 
rison, F. A., Jr., Vol. 108, 1986, pp. 337-342. 

Morse, T. F. See Wang, C. Y., Morse, T. F., and 
Cipolla, J. W., Jr., Vol. 107, 1985, pp. 161-167. 

Morse, T. F., Wang, Cc. Y., and Cipolla, J. W., Jr. 
Laser-Induced Particulate 


Thermophoresis and 
Deposition Efficiency, Vol. 107, 
155-160. 

Motakef, S., and El-Masri, M. A. Liquid Diffusion 
in Fibrous Insulation, Vol. 107, 1985, pp. 
299-306. 

Motwani, D. G., Gaitonde, U. N., and Sukhatme, 
S. P. Heat Transfer From Rectangular Plates In- 
clined at Different Angles of Attack and Yaw to 
an Air Stream, Vol. 107, 1985, pp. 307-312. 

Mouri, A. See Ozoe, H., Mouri, A., Hiramitsu, M., 
Churchill, S. W., and Lior, N., Vol. 108, 1986, 


1985, pp. 


Heat Transfer for Heptane Flowing Inside an 
Annulus and Past a Coiled Wire: Part II — Cor- 
relation of Data, Vol. 108, 1986, pp. 928-933. 

Mauller-Steinhagen, H., Watkinson, A. P., and Ep- 
stein, N. Subcooled-Boiling and Convective 
Heat Transfer to Heptane Flowing Inside an 
Annulus and Past a Coiled Wire: Part I — Ex- 
perimental Results, Vol. 108, 1986, pp. 
922-927. 

Mullisen, R. S., and Loehrke, R. I., A Transient 
Heat Exchanger Evaluation Test for Arbitrary 
Fluid Inlet Temperature Variation and 
Longitudinal Core Conduction, Vol. 108, 1986, 
pp. 370-376. 

Mullisen, R. S., and Loehrke, R. I. A Study of the 
Flow Mechanisms Responsible for Heat 
Transfer Enhancement in Interrupted-Plate 
Heat Exchangers, Vol. 108, 1986, pp. 377-385. 

Muralidhar, K., Baunchalk, R. A., and Kulacki, F. 
A. Natural Convection in a Horizontal Porous 
Annulus With a Step Distribution in Permeabili- 
ty, Vol. 108, 1986, pp. 889-893. 

Murata, R. See Michiyoshi, I., Takenaka, N., 
Murata, T., Shiokawa, T., and Takahashi, O., 
Vol. 107, 1985, pp. 468-471. 

— E. M., Gurtcheff, G. 

— Myrum, T. » Vol. 108, 1986, pp. 


Myrum, = ‘A. See Sparrow, E. M., and Myrum, T. 
A., Vol. 107, 1985, pp. 533-540. 


N 


Nagao, S. See Tatsuno, K., and Nagao, S., Vol. 
108, 1986, pp. 939-945. 

Naghdi, A. K. Heat Conduction in a Rectangular 
Parallelopiped With Multiple Cylindrical 
Cavities, Vol. 107, 1985, pp. 491-494. 

Nakamoto, K. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Nakayama, A., and Koyama, H. An Integral Treat- 
ment of Laminar and Turbulent Film Condensa- 
tion on Bodies of Arbitrary Geometrical Con- 
figuration, Vol. 107, 1985, pp. 417-423. 

Nakayama, A., and Koyama, H. An Integral 


996 / Vol. 108, NOVEMBER 1986 


Method in Laminar Film Pool Boiling From 
Curved Surfaces, Vol. 108, 1986, pp. 490-493. 

Nakayama, A., and Koyama, H. Numerical Predic- 
tion of Turbulent Flow and Heat Transfer 
Within Ducts of Cross-Shaped Cross Section, 
Vol. 108, 1986, pp. 841-847. 

Nakayama, K. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Namer, I. See Karim, F., Farouk, B., and Namer, 
I., Vol. 108, 1986, pp. 291-298. 

Nandakumar, K. See Islam, Rafiqu! M., and Nan- 
dakumar, K., Vol. 108, 1986, pp. 866-871. 


Stochastic 
Enclosures With Directional-Bidirectional 
Properties, Vol. 108, 1986, pp. 264-270. 

Narusawa, U. See Taslim, M. E., and Narusawa, 
U., Vol. 108, 1986, pp. 221-224. 

Neff, D. E. See Meroney, R. N., and Neff, D. E., 
Vol. 108, 1986, pp. 9-15. 

Nelson, D. A., and Shaughnessy, E. J. Electric 
Field Effects on Natural Convection in 
Enclosures, Vol. 108, 1986, pp. 749-754. 

Nelson, H. F., Look, D. C., Jr., and Crosbie, A. L. 
Two-Dimensional Radiative Back-Scattering 
From Optically Thick Media, Vol. 108, 1986, 
pp. 619-625. 

Nelson, J. S., and Sparrow, E. M. Freezing in the 
Presence of Rotation, Vol. 107, 1985, pp. 
804-811. 

Neti, S. See Kadambi, V., Levy, E. K., and Neti, S., 
Vol. 108, 1986, pp. 343-349. 

Neti, S. See Levy, E., Neti, S., Brown, G., Bayat, 
F., and Kadambi, V., Vol. 108, 1986, pp. 
350-356. 

Neti, S., Warnock, A. S., Levy, E. K., and Kannan, 
K. S. Computation of Laminar Heat Transfer in 
Rotating Reciangular Ducts, Vol. 107, 1985, pp. 
575-582. 

Netrakanti, M. N., and Huang, C. L. D. Optimiza- 
tion of Annular Fins With Variable Thermal 
Parameters by Invariant Imbedding, Vol. 107, 
1985, pp. 966-968. 

Ng. M. L., Hartnett, J. P., and Kwack, E. Y. 
Natural Convection From Horizontal Wires to 
Viscoelastic Fluids, Vol. 108, 1986, pp. 790-795. 

Ng, Y. S. See Kawaji, = mx: Y. S., Banerjee, S. 
and Yadigaroglu, G., Vol. 107, 1985, pp 
670-678. 

Nguyen, H. D. See Grosshandler, W. L., and 
Nguyen, H. D., Vol. 107, 1985, pp. 445-450. 
Nguyen, Ke, and Branch, M. C. Ignition of Bulk 
302 Stainless Steel in Oxygen by Laser Heating, 

Vol. 108, 1986, pp. 478-479. 

Nguyen, T. H. See Robillard, L., Nguyen, T. H., 
and Vasseur, P., Vol. 108, 1986, pp. 277-283. 

Nicotra, L. See Testa, P., and Nicotra, L., Vol. 
108, 1986, pp. 916-921. 

Nieckele, A. O., and Patankar, S. V. Laminar 
Mixed Convection in a Concentric Annulus 
With Horizontal Axis, Vol. 107, 1985, pp. 
902-909. 

Nilson, R. H. See Griffiths, S. K., Nilson, R. H., 
and Morrison, F. A., Jr., Vol. 108, 1986, pp. 
585-590. 

Nirmalan, V. See Junkhan, G. H., Bergles, A. E., 
Nirmalan, V., and Ravigururajan, T., Vol. 107, 
1985, pp. 354-360. 

Nishiyama, H. See Ota, T., Nishiyama, H., 
Kominami, J., and Sato, K., Vol. 108, 1986, pp. 
525-531. 

Nosoko, T., and Mori, Y. H. Vaporization of 
Drops of a Denser, Volatile Liquid Dropped On- 
to a Surface of Another Liquid, Vol. 107, 1985, 
pp. 384-391. 


O 


Oh, S., Banerjee, S., and Yadigaroglu, G. 
Reflooding With Steady and Oscillatory Coolant 
Injection: Part 2—Quench Front and Liquid 
Carryover Behavior, Vol. 108, 1986, pp. 

56. 


Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Orozco, J. A., and Witte, L. C. Flow Film Boiling 
From a Sphere to Subcooled Freon-11, Vol. 108, 
1986, pp. 934-938. 

Ostrach, S. See Kamotani, Y., Lin, J. K., and 
Ostrach, S., Vol. 107, 1985, pp. 877-882. 

Ota, T., Nishiyama, H., Kominami, J., and Sato, 
K. Heat Transfer From Two Elliptic Cylinders in 
Tandem Arrangement, Vol. 108, 1986, pp. 
525-531. 

Ozel, T. See Young, M. F., and Ozel, T., Vol. 107, 
1985, pp. 250-254. 


' Onisik, M. N. See Alnajem, N. M., and Ozisik, M. 


N., Vol. 107, 1985, pp. 700-702. 

Ozisik, M. N. Sce Shaaban, A. H., and Ozisik, M. 
N., Vol. 107, 1985, pp. 589-595. 

Ozisik, M. N. See Thynell, S. T., and Ozisik, M. 
N., Vol. 107, 1985, pp. 732-734. 

Ozisik, M. N. See Yener, Y., and Ozisik, M. N., 
Vol. 108, 1986, pp. 985-988. 

Ozoe, H., Mouri, A., Hiramitsu, M., Churchill, S. 
W., and Lior, N. Numerical Calculation of 
Three-Dimensional Turbulent Natural Convec- 
tion in a Cubical Enclosure Using a Two- 
Equation Model for Turbulence, Vol. 108, 1986, 
pp. 806-813. 


P 


. G. See Barozzi, G. S., and Pagliarini, 
G., Vol. 107, 1985, pp. 77-83. 

Paolino, M. A., Kinney, R. B., and Cerutti, E. A. 
Numerical Analysis of the Unsteady Flow and 
Heat Transfer to a Cylinder in Crossflow, Vol. 
108, 1986, pp. 742-748. 

Parang, M. See Arimilli, R. V., Parang, M., and 
Surapaneni, P. R., Vol. 108, 1986, pp. 703-705. 

» R. N. See Sun, T.-Y., Partha- 
sarathy, R. N., and Faeth, G. M., Vol. 108, 
1986, pp. 951-959. 

Patankar, S. V. See Nieckele, A. O., and Patankar, 
S. V., Vol. 107, 1985, pp. 902-909. 

Perez, J. A. See Sparrow, E. M., and Perez, J. A., 
Vol. 107, 1985, pp. 345-353. 

Perez-Blanco, H. See Webb, R. L., and Perez- 
Blanco, H., Vol. 108, 1986, pp. 70-75. 

Perreira, N. D. See Kuntz, H. L., and Perreira, N. 
D., Vol. 107, 1985, pp. 52-56. 

Pfeffer, R. See Kane, R. S., and Pfeffer, R., Vol. 
107, 1985, pp. 570-574. 

Phillips, W. F. See Hoerger, C. R. B., and Phillips, 
W. F., Vol. 107, 1985, pp. 260-262. 

Pignotti, A. Effectiveness of Series Assemblies of 
Divided-Flow Heat Exchangers, Vol. 108, 1986, 
pp. 141-146. 

Pitts, D. R. See Figliola, R. S., Suarez, E. G., and 
Pitts, D. R., Vol. 108, 1986, pp. 913-915. 

Pletcher, R. H. See Hall, E. J., and Pletcher, R. H., 
Vol. 107, 1985, pp. 557-563. 

Podowski, R., Podowski, M., 
and Lahey, R. T., Jr., Vol. 107, 1985, pp 
175-181. 

Pollard, A. See Hessami, M. A., Pollard, A., 
Rowe, R. D., and Ruth, D. W., Vol. 107, 1985, 
pp. 603-610. 

Pop, I. See Kimura, S., Bejan, A., and Pop, I., Vol. 
107, 1985, pp. 819-825. 

Popiel, C. O., and Boguslawski, L. Local Heat 
Transfer From a Rotating Disk in an Impinging 
Round Jet, Vol. 108, 1986, pp. 357-364. 

Poulikakos, D. A Departure From the Darcy Model 
in Boundary Layer Natural Convection in a Ver- 
tical Porous Layer With Uniform Heat Flux 
From the Side, Vol. 107, 1985, pp. 716-720. 

Poulikakos, D. Natural Convection in a Confined 
Fluid-Filled Space Driven by a Single Vertical 
Wall With Warm and Cold Regions, Vol. 107, 
1985, pp. 867-876. 

Poulikakos, D. Interaction Between Film Conden- 
sation on One Side of a Vertical Wall and 
Natural Convection on the Other Side, Vol. 108, 
1986, pp. 560-566. 


Transactions of the ASME 


: Okamura, T. See Yoshikawa, K., Kajiyama, H., 
Otamurs, Kabeshine, S Yamasaki, 
Mixed Laminar Convection in the Entrance 
Region of Inclined Rectangular Channels, Vol. 
108, 1986, pp. 574-579. 
| Naraghi, M. H. N., and Chung, B. T. F. A 
pp. 806-813. 
Muller-Steinhagen, H., Epstein, N., and Watkin- 
son, A. P. Subcooled-Boiling and Convective 


Pourdashti, M. See Jensen, M. K., and Pourdashti, 
M., Vol. 108, 1986, pp. 441-447. 

Prakash, C., and Liu, Ye-Di. Analysis of Laminar 
Flow and Heat Transfer in the Entrance Region 
of an Internally Finned Circular Duct, Vol. 107, 


Duct, Vol. 107, 1985, pp. 118-123. 
Prakash, C., and 
Laminar Fully 


Developed 
Passages: Effect of Fin Shape, Vol. 108, 1986, 
693-697 


pp. F 

Prasad, V., and Kulacki, F. A. Natural Convection 
in Porous Media Bounded by Short Concentric 
Vertical Cylinders, Vol. 107, 1985, pp. 147-154. 

Prasad, V., and Kulacki, F. A. Free Convective 
Heat Transfer in a Liquid-Filled Vertical An- 
nulus, Vol. 107, 1985, pp. 596-602. 

Prata, A. T. See Sparrow, E. M., Azevedo, L. F. 
A., and Prata, A. T., Vol. 108, 1986, pp. 
848-852. 

Prata, A. T. See Sparrow, E. M., and Prata, A. T., 
Vol. 107, 1985, pp. 960-963. 

Prata, A. T., and Sparrow, E. M. Diffusion-Driven 
Nonisothermal Evaporation, Vol. 107, 1985, pp. 
239-242. 


Rabas, T. J. See Eckels, P. W., and Rabas, T. J., 
Vol. 107, 1985, pp. 198-204. 

Rabas, T. J. See Eckels, P. W., and Rabas, T. J., 
Vol. 107, 1985, pp. 205-213. 

Raithby, G. D. See Chamberlain, M. J., Hollands, 
K. G. T., and Raithby, G. D., Vol. 107, 1985, 
pp. 624-629. 

Raju, G. J. V. J. See Rao, V. Dharma, Sarma, P. 
K., and Raju, G. J. V. J., Vol. 107, 1985, pp. 
258-260. 

Ramachandran, N., Armaly, B. F., and Chen, T. S. 
Measurements and Predictions of Laminar 
Mixed Convection Flow Adjacent to a Vertical 
Surface, Vol. 107, 1985, pp. 636-641. 

Ramachandran, N. See Chen, T. S., Armaly, B. F., 
and Ramachandran, N., Vol. 108, 1986, pp. 
835-840. 

Ramadhyani, S. See Kalhori, B., and Ramadhyani, 
S., Vol. 107, 1985, pp. 44-51. 

Raman, A. See Roy, R. P., Krishnan, V. S., and 
Raman, A., Vol. 108, 1986, pp. 216-218. 

Ramos, E. See Sen, M., Ramos, E., and Trevino, 
C., Vol. 107, 1985, pp. 974-977. 

Rao, K. V., Armaly, B. F., and Chen, T. S. Mixed 
Convection Plumes Arising From a Thermal 
Point Source, Vol. 107, 1985, pp. 720-722. 

Rao, M. Raja. See Sethumadhavan, R., and Rao, 
M. Raja, Vol. 108, 1986, pp. 55-61. 

Rao, M. Raja. See Uttarwar, S. B., and Rao, M. 
Raja, Vol. 107, 1985, pp. 930-935. 

Rao, V. Dharma, Sarma, P. K., and Raju, G. J. V. 
J. Biot’s Variational Method to Fluidized-Bed 
Coating on Thin Plates, Vol. 107, 1985, pp. 
258-260. 

Ravigururajan, T. See Junkhan, G. H., Bergles, A. 
E., Nirmalan, V., and Ravigururajan, T., Vol. 
107, 1985, pp. 354-360. 

Reda, D. C. Natural Convection ina 
Stratified Liquid-Saturated Porous Medium, 
Vol. 108, 1986, pp. 660-666. 

Reed, A. W. A Mechanistic Explanation of Chan- 
nels in Debris Beds, Vol. 108, 1986, pp. 125-131. 

Rieger, H., and Beer, H. The Melting Process of Ice 
Inside a Horizontal Cylinder. Effects of Density 
Anomaly, Vol. 108, 1986, pp. 166-173. 

Robillard, L., Nguyen, T. H., and Vasseur, P. Free 
Convection in a Two-Dimensional Porous 
Loop, Vol. 108, 1986, pp. 277-283. 

Romie, F. E. Transient Response of the Parallel- 
Flow Heat Exchanger, Vol. 107, 1985, pp. 


Grashof) Numbers, Vol. 107, 1985, pp. 254-258. 
Rose, J. W. See Wanniarachchi, A. S., Marto, P. 


Journal of Heat Transfer 


J., and Rose, J. W., Vol. 108, 1986, pp. 
960-966, 


Rose, J. W. See Yau, K. K., Cooper, J. R., and 
Rose, J. W., Vol. 107, 1985, pp. 377-383. 
Rose, J. W. See Yau, K. K., Cooper, J. R., and 
+» Vol. 108, 
See Hessami, » Pollard, A., 

Vol. 107, 1985, 


R. C., Roy, R. P., and 
08, 1986, pp. 100-108. 
Vv. S., and Raman, A. 


Rudy, T. M. See Webb, R. L., Rudy, T. M., and 
Kedzierski, M. A., Vol. 107, 1985, pp. 369-376. 
Rudy, T. M., and Webb, R. L. An Analytical 
Model to Predict Condensate Retention on 
Horizontal Integral-Fin Tubes, Vol. 107, 1985, 


. M., Ansari, M. A., 
= P.C., and Sue R., Vol. 108, 1986, pp. 


Rowe, R. D., and Ruth, D. W., Vol. 107, 1985, 
pp. 603-610. 


een H. J., Jr., Saavedra, J. 
ee T., Vol. 108, 1986, pp. 


ks ,P. See Cheng, K. C., and Sabhapathy, 
P., Vol. 107, 1985, pp. 703-706. 

Sahm, M. K. See Metzger, D. E., and Sahm, M. K. 
Vol. 108, 1986, pp. 500-506. 

Saito, K., Williams, F. A., and Gordon, A. S. 
Structure of Laminar Coflow Methane-Air Dif- 
fusion Flames, Vol. 108, 1986, pp. 640-648. 

Sakumoto, S. See Inada, S., Miyasaka, Y., 
Sakumoto, S., and Chandratilleke, G. R., Vol. 
108, 1986, pp. 219-221. 

Samie, F., and Sparrow, E. M. Heat Transfer From 
a Yawed Finned Tube, Vol. 108, 1986, pp. 
479-482. 

Sarkar, S. See Vafai, K., and Sarkar, S., Vol. 108, 
1986, pp. 667-675. 

Sarma, P. K. See Himasekhar, K., and Sarma, P. 
K., Vol. 108, 1986, pp. 973-976. 

Sarma, P. K. See Rao, V. Dharma, Sarma, P. K., 
and Raju, G. J. V. J., Vol. 107, 1985, pp 
258-260. 

Sasaki, T. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Sato, J. See Hirano, T., Sato, K., and Sato, J., Vol. 
107, 1985, pp. 708-710. 

Sato, K. See Hirano, T., Sato, K., and Sato, J., 
Vol. 107, 1985, pp. 708-710. 

Sato, K. See Ota, T., Nishiyama, H., Kominami, 
J., and Sato, K., Vol. 108, 1986, pp. 525-531. 

Schneider, G. E. An Investigation Into the Heat 
Loss Characteristics of Buried Pipes, Vol. 107, 
1985, pp. 696-699. 

Schnoebelen, K. S., and Abdel-Khalik, S. I. Local 
Nusselt Numbers for Flowing Packed Particle 
Beds in Circular Tubes With Constant Wall 
Heat Flux, Vol. 108, 1986, pp. 466-469. 

Schweitzer, H. See Bar-Cohen, A., and Schweitzer, 
H., Vol. 107, 1985, pp. 772-778. 

Schwind, R. G. See Siebers, D. L., Moffatt, R. F., 
and Schwind, R. G., Vol. 107, 1985, pp 
124-132. 


Seki, N. See Fukusako, S., Komoriya, T., and Seki, 
N., Vol. 108, 1986, pp. 117-124. 

Seleuk, N. Exact Solutions for Radiative Heat 
Transfer in Box-Shaped Furnaces, Vol. 107, 
1985, pp. 648-655. 

Sen, A. K., and Trinh, S. An Exact Solution for the 
Rate of Heat Transfer From a Rectangular Fin 
Governed by a Power Law-Type Temperature 
Dependence, Vol. 108, 1986, pp. 457-459. 

Sen, M., Ramos, E., and Trevino, C. On the 
Steady-State Velocity of the Inclined Toroidal 
Thermosyphon, Vol. 107, 1985, pp. 974-977. 

Sengupta, S. See Chattree, M., and Sengupta, S., 
Vol. 107, 1985, pp. 779-787. 

Sethumadhavan, R., and Rao, M. Raja. Turbulent 
Flow Friction and Heat Transfer Characteristics 
of Single- and Multistart Spirally Enhanced 
Tubes, Vol. 108, 1986, pp. 55-61. 

Severin, S. S. See Smith, T. F., and Severin, S. S., 
Vol. 107, 1985, pp. 735-737. 

Shaaban, A. H., and Ozisik, M. N. Thermal Stabili- 
ty of a Vertical Fluid Layer With Volumetric 
Energy Source, Vol. 107, me pp. 589-595. 


Algorithms, Vol. 107, 1985, pp. 730-732. 

Shah, R. K. See Li, Chung-Hsiung, and Shah, R. 
K., Vol. 107, 1985, pp. 264-267. 

Sharan, A., and Lienhard, J. H. On Predicting 
Burnout in the Jet-Disk Configuration, Vol. 
107, 1985, pp. 398-401. 

Sharan, A., Lienhard, J. H., and Kaul, R. Cor- 
responding States Correlations for Pool and 
Flow Boiling Burnout, Vol. 107, 1985, pp. 
392-397 


Sharpe, L., Jr., and Morrison, F. A., Jr. Numerical 
Analysis of Heat and Mass Transfer From Fluid 
Spheres in an Electric Field, Vol. 108, 1986, pp. 
337-342. 

Shaughnessy, E. J. See Nelson, D. A., and 

. E. J., Vol. 108, 1986, pp. 
149-754. 


Sheikholesiami, R., and Watkinson, A. P. Scaling 
of Plain and Externally Finned Heat Exchanger 
Tubes, Vol. 108, 1986, pp. 147-152. 

Shen, Z. F. See Smith, T. F., Shen, Z. F., and 
Alturki, A. M., Vol. 107, 1985, pp. 482-485. 
Shioda, S. See Yoshikawa, K., Kajiyama, H., 

Okamura, T., Kabashima, S., Yamasaki, H., 
Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., K., Nakamoto, K., and Sasaki, 

T., Vol. 167, 1985, pp. 722-727. 

Shiokawa, T. See Michiyoshi, I., Takenaka, N., 
Murata, T., Shiokawa, T., and Takahashi, O., 
Vol. 107, 1985, pp. 468-471. 

Shuen, J-S. See Solomon, A. S. P., Shuen, J-S., 
Zhang, Q-F., and Faeth, G. M., Vol. 107, 1985, 
Pp. 679-686. 

Siebers, D. L., Moffatt, R. F., and Schwind, R. G. 
Experimental, Variable Properties Natural Con- 
vection From a Large, Vertical, Flat Surface, 
Vol. 107, 1985, pp. 124-132. 

Siegel, R. Analysis of Buoyancy Effect on Fully 

Laminar Heat Transfer ia a Rotating 
Tube, Vol. 107, 1985, pp. 338-344. 

Siegel, R. Boundary Perturbation Method for Free 
Boundary Problem in Convectively Cooled Con- 
tinuous Casting, Vol. 108, 1986, pp. 230-235. 

Singh, P., and Liburdy, J. A. Effect of Plate In- 
clination on Natural Convection From a Plate to 
Its Cylindrical Enclosure, Vol. 108, 1986, pp. 
710-775. 

Sirignano, W. A. The Formulation of Spray Com- 
bustion Models: Resolution Compared to 
Droplet Spacing, Vol. 108, 1986, pp. 633-639. 

Smith, J. L. See Sobel, L., El-Masri, M., and 
Smith, J. L., Vol. 108, 1986, pp. 547-553. 

Smith, T. F., and Severin, S. S. Development of the 
Finite Analytic With Radiation Method, Vol. 
107, 1985, pp. 735-737. 

Smith, T. F., Shen, Z. F., and Alturki, A. M. 
Radiative and Convective Transfer in a Cylin- 
drical Enclosure for a Real Gas, Vol. 107, 1985, 
pp. 482-485. 

Snider, A. D. See Kraus, A. D., and Snider, A. D., 
Vol. 107, 1985, pp. 746-749. 

Sobel, L., El-Masri, M., and Smith, J. L. Heat 


NOVEMBER 1986, Vol. 108 / 997 


Prakash, C., and Liu, Ye-Di. Buoyancy Induced 
Flow in a Vertical Internally Finned Circular 
pp. 603-610. 
“Bae 
; Kalra, S. P., Vol. 1 
Roy, R. P., 
Measurements in Turbulent Liquid Flow 
Through a Vertical Concentric Annular Chan- 
nel, Vol. 108, 1986, pp. 216-218. 
Rubinsky, B. See Hsu, Y. F., Rubinsky, B., and 
Mahin, K., Vol. 108, 1986, pp. 734-741. 
Rubinsky, B. See Moog, D. B., and Rubinsky, B., 
; Vol. 107, 1985, pp. 5-11. 
Radraiah, N., and Malashetty, M. S. The Influence 
of Coupled Molecular Diffusion on Double- 
Diffusive Convection in a Porous Medium, Vol. 
: 108, 1986, pp. 872-876. 
a curacy, and Timing of Radiation View Factor 
: pp. 361-368. 
727-730. 
Ronen, A., and Zvirin, Y. The Behavior of a 
Toroidal Thermosyphon at High Graetz (and 


Transfer and Flow Visualization in Natural Con- 
vection in Rapidly Spinning Systems, Vol. 108, 
1986, pp. 547-553. 

Soliman, H. M. See Buccini, A., and Soliman, H. 
M., Vol. 108, 1986, pp. 459-462. 

Soliman, M. S. See Morcos, S. M., Hilal, M. M., 
Kamel, M. M., and Soliman, M. S., Vol. 108, 
1986, pp. 574-579. 

Solomon, A. S. P., Shuen, J-S., Zhang, Q-F., and 
Faeth, G. M. Measurements and Predictions of 
the Structure of Evaporating Sprays, Vol. 107, 
1985, pp. 679-686. 

Spalding, D. B. See Ilegbusi, J. O., and Spalding, 
D. B., Voi. 107, 1985, pp. 63-69. 

Sparrow, E. M. See Azevedo, L. F. A., and Spar- 
row, E. M., Vol. 107, 1985, pp. 893-901. 

Sparrow, E. M. See Chrysler, G. M., and Sparrow, 
E. M., Vol. 108, 1986, pp. 212-216. 

Sparrow, E. M. See Kadle, D. S., and Sparrow, E. 
M., Vol. 108, 1986, pp. 16-23. 

Sparrow, E. M. See Molki, M., and Sparrow, E. 
M., Vol. 108, 1986, pp. 482-484. 

Sparrow, E. M. See Nelson, J. S., and Sparrow, E. 
M., Vol. 107, 1985, pp. 804-811. 

Sparrow, E. M. See Prata, A. T., and Sparrow, E. 
M., Vol. 107, 1985, pp. 239-242. 

Sparrow, E. M. See Samie, F., and Sparrow, E. M., 
Vol. 108, 1986, pp. 479-482. 


tion Heat Transfer in an Enclosure, Vol. 108, 
1986, pp. 848-852. 

Sparrow, E. M., Celere, S. W., and Azevedo, L. F. 
A. Evaporation at a Liquid Surface Due to Jet 
Vol. 108, 1986, pp. 411-417. 

E. M., and Chrysler, G. M. Turbulent 

and Heat Transfer in Bends of Circular 


Substances and Impure Substances, Vol. 108, 
1986, pp. 649-653. 

Sparrow, E. M., and Kadle, D. S. Effect of Tip-to- 
Shroud Clearance on Turbulent Heat Transfer 
From a Shrouded, Longitudinal Fin Array, Vol. 
108, 1986, pp. 519-524. 

Sparrow, E. M., and Misterek, D. L. Mass Transfer 
at the Base of a Cylindrical Cavity Recessed in 
the Floor of a Flat Duct, Vol. 108, 1986, pp. 
853-859. 

Sparrow, E. M., and Myrum, T. A. Inclination- 
Induced Direct-Contact Melting in a Circular 
Tube, Vol. 107, 1985, pp. 553-540. 

Sparrow, E. M., and Perez, J. A. Internal, Shellside 
Heat Transfer and Pressure Drop Character- 
istics for a Shell and Tube Heat Exchanger, Vol. 
107, 1985, pp. 345-353. 

Sparrow, E. M., and Prata, A. T. Effect of Cir- 
cumferential Conduction on the Critical Radius 
of Insulation for Forced Convection Crossflow, 
Vol. 107, 1985, pp. 960-963. 

Sparrow, E. M., and Vemuri, S. B. Natural Con- 
vection/Radiation Heat Transfer From Highly 
Populated Pin Fin Arrays, Vol. 107, 1985, pp. 
190-197. 

Stamps, D. W., Barr, D., and Valenzuela, J. A. A 
Model of the Heat Transfer in a Liquid-Liquid 
Spray Column, Vol. 108, 1986, pp. 488-490. 

Steimke, J. L. Natural Convection Heat Transfer 
for a Concentric Tube Thermosiphon, Vol. 107, 
1985, pp. 583-588. 

Stewart, W. E., Jr., and Johnson, J. C. Experimen- 
tal Natural Convection Heat Transfer From 


998 / Vol. 108, NOVEMBER 1986 


Isothermal Spherical Zones, Vol. 107, 1985, pp. 
463-465 


Stryker, P. C. See Sparrow, E. M., Ansari, M. A., 
Stryker, P.C., and Ruiz, R., Vol. 108, 1986, pp. 


B. See Frost, D., and Sturtevant, B., 

Vol. 108, 1986, pp. 418-424. 

Suarez, E. G. See Figliola, R. S., Suarez, E. G., and 
Pitts, D. R., Vol. 108, 1986, pp. 913-915. 

Sukhatme, S. P. See Motwani, D. G., Gaitonde, U. 
N., and Sukhatme, S. P., Vol. 107, 1985, pp. 
307-312. 

Sun, T.-Y., Parthasarathy, R. N., and Faeth, G. M. 
Structure of Bubbly Round Condensing 
Vol. 108, a pp. 951-959. 


and Surapaneni, P. R., Vol. 108, 1986, pp. 
703-705. 

Sutton, W. H. A Short Time Solution for Coupled 
Conduction and Radiation in a Participating 
Slab Geometry, Vol. 108, 1986, pp. 465-466. 

Suwanprateep, T. See Carper, H. J., Jr., Saavedra, 
J.J. ee Vol. 108, 1986, pp. 


Investigation of 
Natural Convection in Partially Divided 
Enclosures, Vol. 108, 1986, pp. 554-559. 


T 


Takahashi, O. See Michiyoshi, I., Takenaka, N., 
Murata, T., Shiokawa, T., and Takahashi, O., 
Vol. 107, 1985, pp. 468-471. 

Takahashi, R. K. See Baughn, J. W., Takahashi, R. 


K., Hoffman, M. A., and McKillop, A. A., Vol. : 


107, 1985, pp. 953-959. 

Takeda, R. See Uchikawa, S., and Takeda, R., Vol. 
107, 1985, pp. 494-498. 

Takenaka, N. See Michiyoshi, I., Takenaka, N., 
Murata, T., Shiokawa, T., and Takahashi, O., 
Vol. 107, 1985, pp. 468-471. 

Taleyarkhan, R., Podowski, M., and Lahey, R. T., 
Jr. An Instability Analysis of Ventilated Chan- 
nels, Vol. 107, 1985, pp. 175-181. 

Tamura, N. See Kumada, T., Hirota, T., Tamura, 
N., and Ishiguro, R., Vol. 108, 1986, pp. 4-8. 
Tandon, T. N., Varma, H. K., and Gupta, C. P. 
Prediction of Flow Patterns During Condensa- 
tion of Binary Mixtures in a Horizontal Tube, 

Vol. 107, 1985, pp. 424-430. 
— M. E., and Narusawa, U. Binary Fluid 
ion and Double-Diffusive Convection in 
a iyo Medium, Vol. 108, 1986, pp. 221-224. 

Tatsuno, K., and Nagao, S. Water Droplet Size 
Measurements in an Experimental Stream Tur- 
bine Using an Optical Fiber Droplet Sizer, Vol. 
108, 1986, pp. 939-945. 

Taylor, R. E., and Kelsic, B. H. Parameters Gov- 
erning Thermal Diffusivity Measurements of 
Unidirectional Fiber-Reinforced Composites, 
Vol. 108, 1986, pp. 161-165. 

Testa, P., and Nicotra, L. Influence of Pressure on 
the Leidenfrost Temperature and on Extracted 
Heat Fluxes in the Transient Mode and Low 
Pressure, Vol. 108, 1986, pp. 916-921. 

Thomas, H. R., and Ewen, J. A Reappraisal of 
Measurement Errors Arising from the Use of a 
Thermal Conductivity Probe, Vol. 108, 1986, 
pp. 705-707. 

Thynell, S. T., and Ozisik, M. N. Radiation 
Transfer in an Isotropically Scattering Solid 
Sphere With Space Dependent Albedo, «(r), 
Vol. 107, 1985, pp. 732-734. 

Tien, C. L. See Brosmer, M. A., and Tien, C. L., 
Vol. 107, 1985, pp. 943-948. 

Tien, C. L. See Cartigny, J. D., Yamada, Y., and 
Tien, C. L., Vol. 108, 1986, pp. 608-613. 

Tien, C. L. See Chan, Y. L., and Tien, C. L., Vol. 
108, 1986, pp. 305-309. 


Tien, C. L. See Vafai, K., Alkire, R. L., and Tien, 
C. L., Vol. 107, 1985, pp. 642-647. 

Tien, C. L. See Yamada, Y., Cartigny, J. D., and 
Tien, C. L., Vol. 108, 1986, pp. 614-618. 

Tirumala, M. See Wayner, P. C., Jr., Tung, C. Y., 
Tirumala, M., and Yang, J. H., Vol. 107, 1985, 
pp. 182-189. 

Tochitani, Y. See Kaji, N., Mori, Y. H., and 
Tochitani, Y., Vol. 107, 1985, pp. 788-793. 
Tokunaga, T. See Hasemi, Y., and Tokunaga, T., 

Vol. 108, 1986, pp. 882-888. 
Toovey, I., and Dayan, J. Analytical Solution for 
the Heat Transfer Problem of Fluid Flowing 
a Packed Bed of Porous Solids, Vol. 
107, 1985, pp. 713-716. 
Topakoglu, H. C. See Ebadian, M. A., Topakoglu, 
H. C., and Arnas, O. A., Vol. 108, 1986, pp. 


C., Vol. 107, 1985, pp. 974-977, 

Trinh, S. See Sen, A. K., and Trinh, S., Vol. 108, 
1986, pp. 457-459. 

Tsuruda, T., Harayama, M., and Hirano, T. 
Growth of Flame Front Turbulence, Vol. 108, 


Calculating 
Furnaces, Vol. 108, 1986, pp. 707-710. 

Tunc, M. M., and Karakas, A. Three-Dimensional 
Formulation of the Radiant Heat Flux Variation 
on a Cylinder Engulfed in Flames, Vol. 107, 
1985, pp. 949-952. 

Tung, C. Y. See Wayner, P. C., Jr., Tung, C. Y., 
Tirumala, M., and Yang, J. H., Vol. 107, 1985, 
pp. 182-189. 

Tzuoo, K. L., Chen, T. S., and Armaly, B. F. Wave 
Instability of Natural Convection Flow on In- 
clined Surfaces, Vol. 107, 1985, pp. 107-111. 


U 


Uchikawa, S., and Takeda, R. Use of a Boundary- 
Fitted Coordinate Transformation for Unsteady 
Heat Conduction Problems in Multiconnected 
Regions With Arbitrarily Shaped Boundaries, 
Vol. 107, 1985, pp. 494-498. 

Uttarwar, S. B., and Rao, M. Raja. Augmentation 
of Laminar Flow Heat Transfer in Tubes by 
Means of Wire Coil Inserts, Vol. 107, 1985, pp. 
930-935. 


Vafai, K., Alkire, R. L., and Tien, C. L. An Ex- 
perimental Investigation of Heat Transfer in 
Variable Porosity Media, Vol. 107, 1985, pp. 
642-647. 

Vafai, K., and Sarkar, S. Condensation Effects of a 
Fibrous Insulation Slab, Vol. 108, 1986, pp. 
667-675. 

Vafai, K., and Whitaker, S. Simultaneous Heat and 
Mass Transfer Accompanied by Phase Change 
in Porous Insulation, Vol. 108, 1986, pp. 
132-140. 

Vafaie, F. N., and Dunn, J. R. Forced-Convection 
Heat Transfer for Single and Two-Phase Helical 
Flow in a Solar Receiver, Vol. 108, 1986, pp. 
76-83. 

Valenzuela, J. A. See Stamps, D. W., Barr, D., and 
Valenzuela, J. A., Vol. 108, 1986, pp. 488-490. 

Van den Bulck, E., Mitchell, J. W., and Klein, S. 
A. The Use of Dehumidifiers in Desiccant Cool- 
ing and Dehumidification Systems, Vol. 108, 
1986, pp. 684-692. 

Varma, H. K. See Agrawal, K. N., Varma, H. K., 
and Lal, S., Vol. 108, 1986, pp. 567-573. 

Varma, H. K. See Tandon, T. N., Varma, H. K., 
and Gupta, C. P., Vol. 107, 1985, pp. 424-430. 

Vasseur, P. See Robillard, L., Nguyen, T. H., and 
Vasseur, P., Vol. 108, 1986, pp. 277-283. 

Valusamy, K. See Garg, V. K., and Velusamy, K., 
Vol. 108, 1986, pp. 224-226. 

Vemuri, S. B. See Sparrow, E. M., and Vemuri, S. 
B., Vol. 107, 1985, pp. 190-197. 


Transactions of the ASME 


Mass Transfer Associated With Condensation — 
on a Moving Drop: Solutions for Intermediate 33-39. 
Reynolds Numbers by a Boundary Layer For- Trevino, C. See Sen, M., Ramos, E., and Trevino, 
1986, pp. 877-881. 
: Tucker, R. J. Direct Exchange Areas for 
Sparrow, E. M., Ansari, M. A., Stryker, P. C., 5 
and Ruiz, R. Enhanced Heat Transfer From a 
Channel, Vol. 108, 1986, pp. 62-69. 
Sparrow, E. M., and Azevedo, L. F. A. Lateral- 
Edge Effects on Natural Convection Heat 
Transfer From an Isothermal Vertical Plate, 
Vol. 107, 1985, pp. 977-979. | 
; Sparrow, E. M., Azevedo, L. F. A., and Prata, A. 
T. Two-Fluid and Single-Fluid Natural Convec- 
OSS SCCLION. — Fical alls 
Vol. 108, 1986, pp. 40-47. 
Sparrow, E. M., and Geiger, G. T. Local and 
Average Heat Transfer Characteristics for a 
Disk Situated Perpendicular to a Uniform Flow, 
Vol. 107, 1985, pp. 321-326. 
Sparrow, E. M., Gurtcheff, G. A., and Myrum, T. 
A. Correlation of Melting Results for Both Pure 


M. See Look, D. C., Jr., and Vijayan, M., 
Vol. 108, 1986, pp. 242-244. 

Viskanta, R. See Bergman, T. L., Incropera, F. P., 
and Viskanta, R., Vol. 108, 1986, pp. 206-211. 
Viskanta, R. See Bergman, T. L., F. P., 
and Viskanta, R., Vol. 108, 1986, pp. 317-322. 
Viskanta, R. See Gau, C., and Viskanta, R., Vol. 

107, 1985, pp. 706-708. 
R. See Gau, C., and Viskanta, R., Vol. 

108, 1986, pp. 174-181. 

Viskanta, R. See Houf, W. G., Incropera, F. P., 
and Viskanta, R., Vol. 107, 1985, pp. 92-98. 
Viskanta, R. See Kim, D. M., and Viskanta, R., 

Vol. 107, 1985, pp. 139-146. 
Viskanta, R. See Menguc, M. P., and Viskanta, R., 
Vol. 108, 1986, pp. 271-276. 
Viskanta, R. See Moallemi, M. K., and Viskanta, 
R., Vol. 107, 1985, pp. 451-458. 
Viskanta, R. See Moallemi, M. K., Webb, B. W., 
and Viskanta, R., Vol. 10, 1986, pp. 894-899. 


Vogel, M. See Kaviany, M., and Vogel, M., Vol. 
108, 1986, pp. 776-782. 


Ww 


Wang, C. Y. See Morse, T. F., Wang, C. Y., and 
Cipolla, J. W., Jr., Vol. 107, 1985, pp. 155-160. 

Wang, C. Y., Morse, T. F., and Cipolla, J. W., Jr. 
Laser-Induced Natural Convection and Ther- 
mophoresis, Vol. 107, 1985, pp. 161-167. 


Volume Cylindrical Vessel, Vol. 108, 1986, pp. 
700-703. 

Wanniarachchi, A. S., Marto, P. J., and Rose, J. 
W. Film Condensation of Steam on Horizontal 
Finned Tubes: Effect of Fin Spacing, Vol. 108, 
1986, pp. 960-966. 

Warnock, A. S. See Neti, S., Warnock, A. S., Levy, 
E. K., and Kannan, K. S., Vol. 107, 1985, pp. 
575-582. 

Watkins, C. B. See Gooray, A. M., Watkins, C. B., 
and Aung, Win, Vol. 107, 1985, pp. 70-76. 
Watkinson, A. P. See Muller-Steinhagen, H., Ep- 
stein, N., and Watkinson, A. P., Vol. 108, 

1986, pp. 928-933. 

Watkinson, A. P. See Muller-Steinhagen, H., 
Watkinson, A. P., and Epstein, N., Vol. 108, 
1986, pp. 922-927. 

Watkinson, A. P. See Sheikholeslami, R., and 
Watkinson, A. P., Vol. 108, 1986, pp. 147-152. 

Wayner, P. C. Jr., Tung, C. Y., Tirumala, M., and 
Yang, J. H. Experimental Study of Evaporation 
in the Contact Line Region of a Thin Film of 
Hexane, Vol. 107, 1985, pp. 182-189. 

Weaver, J. A., and Viskanta, R. Freezing of 
Liquid-Saturated Porous Media, Vol. 108, 1986, 
pp. 654-659. 

Webb, B. W. See Moallemi, M. K., Webb, B. W., 
and Viskanta, R., Vol. 108, 1986, pp. 894-899. 

Webb, R. L. See Rudy, T. M., and Webb, R. L., 
Vol. 107, 1985, pp. 361-368. 


Journal of Heat Transfer 


Webb, R. L., and Perez-Blanco, H. Enhancement 

of Combined Heat and Mass Transfer in a 

108, 1986, pp. 70-75. 

Webb, R. L., Rudy, T. M., and Kedzierski, M. A. 
Prediction of the Condensation Coefficient on 
Horizontal Integral-Fin Tubes, Vol. 107, 1985, 
pp. 369-376. 

Webb, S. W. See Evans, D., Webb, S. W, and 
Chen, J. C., Vol. 107, 1985, pp. 663-669. 

Wedekind, G. L. See Beck, B. T., and Wedekind, 


and Weinbaum, S., Vol. 107, 1985, pp. 245-247. 
Weinbaum, S. See Zhang, G.-P., Weinbaum, S., 
and Jiji, L. M., Vol. 108, 1986, pp. 900-906. 
Goshayeshi, A., Welty, J. R., 

-» Vol. 108, 


Hrymak, A. N., McRae, G. 

J., and Westerberg, A. W., Vol. 107, 1985, pp. 
527-532. 

Whitaker, S. See Vafai, K., and Whitaker, S., Vol. 
108, 1986, pp. 132-140. 

Williams, F. A. See Saito, K., Williams, F. A., and 
Gordon, A. S., Vol. 108, 1986, pp. 640-648. 

Witte, L. C. See Orozco, J. A., and Witte, L. C., 


Vol. 108, 1986, pp. 860-865. 
Wong, P. F. Y. See Ko, N. W. M., and Wong, P. F. 
Y., Vol. 108, 1986, pp. 981-983. 
Woodhouse, A. See Cooper, L. Y., and 
Woodhouse, A., Vol. 108, 1986, pp. 822-826. 
Worku, G. See Aung, Win, and Worku, G., Vol. 
108, 1986, pp. 299-304. 
Worku, G. See Aung, Win, and Worku, G., Vol. 
108, 1986, pp. 485-488. 


Y 


Yadigarogiu, G. See Kawaji, M., Ng, Y. S., Baner- 
jee, S., and Yadigaroglu, G., Vol. 107, 1985, pp. 
670-678. 

Yadigarogiu, G. See Oh, S., Banerjee, S., and 
Yadigaroglu, G., Vol. 108, 1986, pp. 48-436 

H., 

* Yamasaki, H., 

Shioda, S., Yamada, M., Yokota, T., Ishimura, 

M., Nakayama, K., Nakamoto, K., and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Yamada, Y. See Cartigny, J. D., Yamada, Y., and 
Tien, C. L., Vol. 108, 1986, pp. 608-613. 

Yamada, Y., Cartigny, J. D., and Tien, C. L. 
Radiative Transfer With Dependent Scattering 
by Particles: Part 2— Investiga- 
tion, Vol. 108, 1986, pp. 614-618. 


Shioda, S., Yamada, M., Yokota, T., Ishimura, 
M., Nakayama, K., Nakamoto, K,, and Sasaki, 
T., Vol. 107, 1985, pp. 722-727. 

Yang, K. T. See Zhong, Z. Y., Yang, K. T., and 
Lloyd, J. R., Vol. 107, 1985, pp. 133-138. 

Yang, Y. H. See Wayner, P. C., Jr., Tung, C. Y., 
Tirumala, M., and Yang, J. H., Vol. 107, 1985, 
pp. 182-189. 


Yao, Shi-Chune. See Hung, Ying-Huci, and Yao, 
Shi-Chune, Vol. 107, 1985, pp. 656-662. 

Yao, S. C. See Hwang, T. H., and Yao, S. C., Vol. 
108, 1986, pp. 697-700. 

Yau, K. K., Cooper, J. R., and Rose, J. W. Effect 
of Fin Spacing on the Performance of Horizon- 


Tubes—Effect of Fin Spacing and Drainage 
Strips on Heat Transfer and Condensate Reten- 
tion, Vol. 108, ae 946-950. 


Yeng, Wen-Jei. See Mochizuki, S., and Yeng, Wen- 
Jei, Vol. 108, 1986, pp. 978-980. 

Yih, Kuo-Amn. See Huang, Ming-Jer, Yih, Kuo- 
Ann, Chou, You-Li, and Chen, Cha’o-Kuang, 
Vol. 108, 1986, pp. 469-471. 

Yokota, T. See Yoshikawa, K., Kajiyama, H., 
Okamura, T., Kabashima, S., Yamasaki, H., 


of a Pebble Bed High-Temperature Heat Ex- 
changer, Vol. 107, 1985, pp. 722-727. 

Young, M. F., and Ozel, T. Mixed Free and Forced 
Convection From a Short Vertical Cylinder 
Placed in a Laminar Horizontal Flow, Vol. 107, 
1985, pp. 250-254. 

Yovanovich, M. M. See Antonetti, V. W., and 
Yovanovich, M. M., Vol. 107, 1985, pp. 
513-519. 

Yovanovich, M. M. See Dryden, J. R., 
Yovanovich, M. M., and Deakin, A. S., Vol. 
107, 1985, pp. 33-38. 

Yuen, W. Y. D. On the Heat Transfer of a Moving 
Composite Strip Compressed by Two Rotating 

Cylinders, Vol. 107, 1985, pp. 541.-548. 


Z 


Zhang, Guo-Ping, Jiji, L. M., and Weinbaum, S. 
Steady: 


Melting or Freezing Around a Buried Pipe 
Beneath a Free Surface, Vol. 108, 1986, pp. 
900-906. 

Zhang, Q-F. See Solomon, A. S. P., Shuen, J-S., 
Zhang, Q-F., and Faeth, G. M., Vol. 107, 1985, 
pp. 679-686. 

Zhong, Z. Y., Yang, K. T., and Lloyd, J. R. 
Variable Property Effects in Laminar Natural 
Convection in a Square Enclosure, Vol. 107, 
1985, pp. 133-138. 

Zhou, Kun-Ying, and Bau, H. H. On the Stability 
and Flow Reversal of Pressure-Dri-ven Flow in 
an Asymmetrically Heated U-Shaped Tube, Vol. 
107, 1985, pp. 112-117. 

Zvirin, Y. See Ronen, A., and Zvirin, Y., Vol. 107, 
1985, pp. 254-258. 


NOVEMBER 1986, Vol. 108/999 


tal Integral-Fin Condenser Tubes, Vol. 107, 
1985, pp. 377-383. 
Yau, K. K., Cooper, J. R., and Rose, J. W. 
Horizontal Plain and Low-Finned Condenser 
G. L., Vol. 108, 1986, pp. 676-683. 
Wedekind, G. L. See Beck, B. T., and Wedekind, 
G. L., Vol. 108, 1986, pp. 988-990. Y 
a Weinbaum, S. See Zhang, Guo-Ping, Jiji, L. M., tion and Forced Convection in Thermally 
Plate Channel, Vol. 108, 1986, pp. 985-988. 
1986, pp. 907-912. 
; Vol. 108, 1986, pp. 654-659. 
Vogel, J. C., and Eaton, J. K. Combined Heat 
Transfer and Fluid Dynamic Measurements 
Downstream of a Backward-Facing Step, Vol. S., Lalliada, IvVi., 
a M., Nakayama, K., Nakamoto, K., and Sasaki, 
Yoshikawa, K., Kajiyama, H., Okamura, T., 
Kabashima, S., Yamasaki, H., Shioda, S., 
Vol. 108, 1986, pp. 934-938. Yamada, M., Yokota, T., Ishimura, M., 
Wong, King-Leung, Lee, Shun-Ch’ing, and Chen, Nakayama, K., Nakamoto, K., and Sasaki, T. 
|_| Ch’ao-Kuang. Finite Element Solution of Experimental Studies on Thermal Performance 
Laminar Combined Convection From a Sphere, 
Wang, Pu, Lin, Sui, and Kahawita, R. The Cubic 
Spline Integration Technique for Solving Fusion 
Welding Problems, Vol. 107, 1985, pp. 485-489. 
Wang, Q. C., and Ferguson, C. R. Multidimen- 
sional Modeling of the Decay of Angular 
Momentum and Internal Energy in a Constant 
Solution for Melting or Freezing Around a 
Buried Pipe in a Semi-infinite Medium, Vol. 
107, 1985, pp. 245-247. 
Zhang, G.-P., Weinbaum, S., and Jiji, L. M. An 
Approximate Three-Dimensional Solution for 
| 


